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I SHOULD not have presumed, in the first instance, to have 
composed the present volume, had I not been earnestly soli* 
cited to undertake that important office, especially as I fore- 
saw the difficulties which would arise in such an attenipt. 
A similar apprehension of inability thoroughly to investigate 
the subject has also deterred me, during the long time 
that this volume has been out of print, from re- writing it. 
At length, however, having determined to revise my pre* 
vious labours, I commenced the task of writing the Second 
Edition with an unwillingness exceeded only by that with 
which I began the first. The cordial reception, however, 
of the former, made me the more anxious to render the 
present deserving that favour, which I am afraid was too 
liberally bestowed upon my first attempt. 

In prosecuting my labours such extensive alterations, cor* 
rections, but more especially additions, have occurred, that 
this volume has rather become a new Treatise than a 
Second Edition. Notwithstanding that the work has been 
doubled in bulk, and partly re-written, it has afibrded me 
great pleasure to discover that the new matter has arisen 
either from an addition or substitution of new inventions, or 
an extension of those before known, and not from errors in 
the former experiments. In fact, the more the subject is 
examined, the more ftilly do the principles regulating the 
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various branches of the science then developed appear to be 
confirmed. 

It may not be too much to hope that the addition of the 
proximate and intimate rationale of the production, or rather 
the motion of electricity, may be useful beyond their imme- 
diate and important bearing on Electro- Metallurgical opera- 
tions. The detail of the electro-chemical decomposition of 
a large number of metallic salts, together with the laws re- 
gulating the nature of the metallic deposit from simple and 
complex solutions, may also afford an instructive source of 
inquiry to all interested in the study of electricity. 

It is almost needless to add, that what is noyeL in this 
work is given for public utility, and whatever has arisen from 
my experiments at any time has also been similarly thrown 
open. The former edition was issued to the public on th« 
26th December, 1840, and the present edition, although bear^ 
ing the date of 1843, according to the custom of the trade, 
was published as follows : the first 40 pages on the 1st Aprils 
1842 ; 40 pages more were ready on the 1st of May ; the 
third 40 on the Ist of July ; the succeeding 40 on the 1st 
of August ; the fifth part, containing 44 pages, was published 
1st September ; the sixth part, to the 236th page, on the 1st 
of October; the next 40 pages on the 1st of November, and 
the remainder on the Ist of December. 

Nothing is more difficult than to appreciate with accura<iy 
the exact effect which-^he discoveries of each individuid have 
on any particular science, and as far as regards electro-metal- 
lurgy, I feel utterly unable to undertake such a task. The 
principal names of those, however, whose various writings and 
inventions have been most useful to me in prosecuting my elec- 
tro-metallurgical experiments, I have thought right to insert in 
the title page without reference to the relative benefit of their 
labours. If there is one philosopher to whom I am more 
indebted than another, I should without hesitation name 
Faraday, to whom my hearty thanks 9b the most enlightened 
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electrician that the world has ever produced are justly due. 
There may be many others at home and abroad, who doubt- 
less have materially aided electro-metallurgy, besides those 
before-mentioned ; but as they hare had but little or no in- 
fluence on my proceedings, it would be improper to place 
them in the title-page of my work. 

Were I to call public attention to all who have directly 
or indirectly afforded me assistance in the collateral branches 
of electro-metallurgy, a list of names would surprise my 
readers, frota its length; for I regret to state that I have 
been utterly unable to rely alone upon my own labours, 
and, therefore, have be^i compelled to cull information from 
the studios of artists, the galleries of sculptors, the laboratories 
of chemists, the workshops of artisans, and of various manu- 
&cturers, and frequently even from the books of merchants, 
and the productions of other electro-metallurgists. In a few 
words, arts, science, and commerce, have lent their aid to 
fiirther the progress of electro-metallurgy, and I can call to 
mind no instance of a request to see any particular manufac- 
ture having been denied ; but on the contrary, a free invita- 
tion to examine any subject that might help the application 
of electricity for the purposes of mankind. 

As in the former edition I had to record my obligation to 
my friend, Mr. John Beadnell, for lessening the errors by 
correcting the proof sheets, so am I indebted, in a great part 
of this work, to my neighbour. Dr. Munk, for a similar exer- 
cise of kind offices. To my brother-in-law, Mr. Hutchison, 
my readers are again indebted for a most voluminous index. 

The design of the medal in the title-page was kindly made 
for this work by the learned Mr, Thomson, of the London 
Institution. It affords me great pleasure to be enabled to 
draw the attention of my readers to its execution, for by a 
newly-invented machine 200 lines are ruled to the inch ; and, 
therefore, if the lines forming the design were crossed, eight 
millions of spaces would be contained in a cubic inch. To 
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form any idea of the minuteness and beauty of the workman- 
ship the use of a magnifying glass is required, and it will be 
found most amply to repay such an examination. 

With all my assistance from others, superadded to the 
ardour with which the extraordinary character of the subject 
must necessarily inspire every person entering upon it, the 
variety of subjects comprised in the present work is so great, 
and so far removed from my daily professional avocations, 
that it will doubtless not appear strange for those who entirely 
devote their time to particular arts, to discover errors and 
imperfections. As these subjects, however, are only append- 
ages', or extraneous matter, to electro-metallurgy, of which this 
work professes alone to treat, I trust the indulgence of the 
public will be extended to their criticism ; but let the purely 
electro-metallurgical details be thoroughly examined, minutely 
sifted, and purged of their errors and imperfections, that at 
length truth may be exalted and electro-metallurgy triumph. 

No. 7, Finsbury Circus^ London, 
Nov. 17th, 1842. 
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We have not to extend our enquiry into remote periods, to 
trace the history of the arts of working in metals by the gal- 
yanic fluid, for truly it may be said that this art belongs to 
our own time, and is a characteristic of the present age. 
Whilst, however, we pursue our investigations into the his- 
tory of this subject, we find that it has had by no means a 
sudden origin ; for, at different periods, various persons have, 
by degrees, worked out one &ct after another, till the com- 
prehensive science has been developed, of which this volume 
is but a brief epitome. Electro-metallurgy may be said to 
have had its origin in the discovery of the constant battery by 
Professor Daniell, for in that instrument the copper is con- 
tinually reduced upon the negative plate. In his first experi- 
ment, this distinguished author observed, on removing a piece 
of the reduced copper from a platina electrode, that scratches 
on the latter were copied with accuracy on the copper. In 
this experiment we have the electrotype ; but the author, in 
the first paper detailing his experiments, had devoted all his 
attention and centred all his energies to the construction of 
the battery itself, and this valuable fact attracted but little of 
his notice. 

It was but a short time after the discovery of this battery, 
that Mr. De la Bue experimented on its properties* In a 
paper printed in the Philosophical Magazine for 1836, after 
describing a peculiar form of battery which he adopts, the 
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following remarkable passage is found : '^ The copper plate is 
also covered with a coating of metallic copper, which is con- 
tinually being deposited ; and so perfect is the sheet of copper 
thus formed, that, being stripped off, it has the counterpart of 
every scratch of the plate on which it is deposited/' This 
paper seems to have attracted very little attention ; and, 
what seems still more singular, the author, although well 
qualified, from his scientific attainments, to have applied these 
facts, never thought of any practical benefit to which this ex- 
periment might lead. 

In this state the subject remained till October, 1838, when 
Professor Jacobi first announced that he could employ the 
reduction of copper, by galvanic agency, for the purposes of 
the arts. His process was called galvano-plastic. Imme- 
diately upon his discovery being announced in this country 
in 1839, Mr. Spencer stated that he had executed some medals 
in copper, to which the public afterwards gave the name of elec-. 
trotypes or voltatypes, or, what is better, electro-medallions. 

Now what is the precise value of the discovery of these 
productions over the facts already described ? — for we have seen 
that the reduction of the copper as a perfect plate, taking the 
exact form of the negative metal on which it was deposited, 
had been already noticed. Why, it is simply the idea of the 
application of these facts ; but that idea has been everything 
for Electro-metallurgy. The only apparatus which Mr. 
Spencer employed was, in fact, a simple DanielFs battery. 
He employed various metals for the reception of the precipi- 
tated metal, which, however, was nothing new ; but he does 
not seem to have succeeded with any non-conducting sub- 
stances. He executed medals, and perhaps duplicate copper 
plates ; but he does not .give any details, as to the different 
methods for the reduction of the copper in different states, nei- 
ther did he succeed with the reduction of any other metal. 
However, to Mr. Spencer the British public are principally 
indebted for the idea of the electrotype ; and perhaps the idea; 
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as far as relates to its application in Great Britain, originated 

entirely with himself. 

Mr. Spencer^s first paper was printed in the journal of the 

Polytechnic Institution of Liverpool, in 1839 ; but the author 
complains, that by mismanagement it was prevented from 
being read at the British Association. Any discouragement 
of science in the present time is greatly to be lamented, and 
the more especially when we see that the Germans are already 
taking the lead, not only in chemistry, but also in physiology. 
Every well-wisher of science must hope that an over anxiety 
to prevent the publication of what is old, will not cause the 
referees of our learned societies to omit what is new. How- 
ever, we are not so much behind-hand, but that a little zeal on 
the part of those who have an established reputation for 
scientific acquirements, joined to the effect which encourage- 
ment would have on the junior members of the country, 
will enable the British to keep the foremost rank in science 
among the European nations. There are many now working 
zealously and ardently for the sake of obtaining truth, strug- 
gling against the most disheartening opposition : let that oppo- 
sition be changed to assistance, and great indeed will be the 
results. 

It is improper to throw the whole blame of the rejection . 
of that paper upon Dr. Lafdner, for this is by no means the 
only essay of importance which has been consigned to oblivion. 
The rejection of valuable papers is a fault of the system not 
of the man. At all the learned societies a paper sub- 
mitted to the society is referred to persons to report upon 
its merits, and upon that report the committees act with regard 
to its publication or suppression, which, in some cases, is face- 
tiously termed a careful deposition in the archives of the So- 
ciety, which expression literally means, that it is placed in 
some large box from which it will be excluded from the cheer- 
ing influence of the sun'*s rays for ever. The examination into 
the merits of any particular paper is, however, a most unthank- 
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fill, disagreeable, and troublesome office. And it is not, there- 
fore, surprising that the referees should sometimes exercise 
their characters as men, in supporting their own or the opinions 
of their friends and those to whom they are under obligations, 
and occasionally forget their situation as judges. Their ser- 
vices being gratuitous, entitle the referees to the heartiest thanks 
of the public ; but an important office like that they occupy, in 
which the prosperity of the whole country is interested, should 
decidedly not be held without remuneration, and when re- 
munerated the officers should be held responsible for their 
decisions. We perceive that had Jacobi not also been a 
discoverer of the electrotype, electro-metallurgy would not 
have added its valuable processes to the variety of arts which 
it comprises. Ponder this important matter ye referees ! care- 
fully in your minds, for you never can tell to what great end 
a single new fact or application, though in an ill-drawn up 
paper, may not ultimately tend. 

Perhaps in this place I may call the attention of scientific 
men to the fact, that persons are actually employed by great 
Continental Powers to find out everything new that is disco- 
vered in this country, which, in a very few hours, can be con- 
veyed to any part of Europe. This hint is thrown out, not 
. to deter Englishmen from generously giving their discoveries 
to all countries, but to cause thenrto be cautious not to men- 
tion their processes till they have appeared in some British 
publication, and thus vindicate the scientific character of our 
own country. This is the more necessary, as the English 
receive only the pleasure which the consciousness of being 
useftil must afford, whilst the foreigner receives pecuniary 
emolument which singularly increases his desire of being 
acquainted with the inventions of other countries. 

I may farther notice, in order to confirm what I have 
already stated, that the galvano-plastics of Jacobi, and the 
electrotype of Spencer, are not inventions the result of induc- 
tive reasoning and laborious research, like Professor Wheat- 
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stone'^s electro- telegraph or certain elaborate machines; but 
merely an application of a fact, formerly known to Daniell, 
recorded particularly by De la Rue, and observed by hundreds 
of others, that both Spencer and Jacobi could work only in 
copper, and in no other metal ; whilst, had they prosecuted 
their subject as a science, they would have seen that the same 
laws regulate the reduction of all the metals. 

Electro-metallurgy as first made known to the world by 
Jacobi and Spencer was the simplest of all inventions — the 
application of a fact known and recorded previously ; and 
it forms another instance of an invention of the greatest 
magnitude and utility to mankind, arising from most simple 
begiimings. 

The next discovery, which is fiilly equal in value to the 
idea of the electrotype itself, was made by Mr. Murray. He 
found out that non-conducting substances might have metallic 
copper thrown down upon them by previously applying black 
lead. Mr. Murray'^s process is extremely simple, and ab- 
solutely perfect. The first application of this invention was 
made in January, 1840; but it is to be lamented that he did 
not further extend its application and publish his researches, 
for his method was Communicated orally, in the conversa- 
ziones of the Royal Institution, and not by any paper. I lay 
particular stress upon the value and perfection of plumbago, 
because some have denied its applicability; and the reader 
will find, throughout the whole of the work, that I have 
extended the use of this substance, to the benefit of the public 
and to the fame of the inventor. I have made very extensive 
enquiries, in order to ascertain who really first used plumbago 
for this purpose, and I have the testimony of several autho- 
rities that it Was Mr. Murray, whose claim, therefore, to this 
invention -is rendered quite indisputable. 

Since the above was written, I am happy to inform my 
readers that the Society of Arts thought fit to record their sense 
of the value of plumbago to electro-metallurgy by presenting 
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Mr. Murray with a silver medal ; and perhaps the merit of 
Mr. Murray'*s discovery is much enhanced by black lead 
not only answering its purpose most fully, but from being so 
simple that very few were likely to have thought of its appli- 
cation. I cannot conceive a more perfect substance than black 
lead for this purpose, for the adhesion of hydrogen to it is so 
great that it would rather reduce a metallic salt than be evolved ; 
and this is the very property desirable for electro-metal- 
lurgy, and in this respect forms a striking contrast with the 
processes subsequently given by Mr.* Solly and Mr. Spencer, 
though, doubtless, had we not Mr. Murray'*s process, they 
would have formed valuable additions to electro-metallurgy. 

Up to April, 1840, the single-cell apparatus was invariably 
used, but then Mr. Mason very ingeniously devised another 
mode by which the reduction might be effected. He used 
the single-cell apparatus as a Daniell's battery, which he 
connected with another cell to reduce another metal. In 
the second cell he used a copper positive electrode, which 
was dissolved during the action. By this means he made 
two metals by one pound of zinc", pr, in other words, ob- 
tained two equivalents of copper for one of zinc. 

In the London Journal for April, 1840, as far as I know, 
is contained the first specimen of printing from an Elec- 
trotype, by Newton. It is a small, rough sketch, but as 
the first of the kind is peculiarly interesting. 

The laws regulating the reduction of all metals in dif- 
ferent states were first given in this work, as the result of 
my own discoveries. By these we can throw down gold, 
silver, platinum, palladium, copper, iron, and almost all other 
metals in three states, namely, as a black powder, as a 
crystalline deposit, or as a flexible plate. These laws appear 
to me at once to raise the isolated facts known as the elec- 
trotype into a science, and to add electro-metallurgy as an 
auxiliary to the noble arts of this country. 
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♦ The regulation of the power of the battery to the strength 
of the metallic solution, also required an investigation of the 
principles which regulated the diffusion of the newly-formed 
salt, which is of great importance to the operator. In this 
work I have also appended data whereby the manufacturer 
may calculate the expense of particular processes before he 
adopts them. The formulse for ascertaining the work that 
would be performed by a galvanic battery, under different 
circumstances, cannot £ail to be of great utility to the work- 
man, if he rightly employ them ; and the intimate rationale 
of the motion of electricity in the battery must be a subject, 
at least, of great interest to all. The principle regulating 
the adhesion of the reduced metal is also one of paramount 
importance in all cases where it has to be removed from the 
plates on which it is deposited. 

The number of experiments, I may even say the thou- 
sands, that have been tried to elucidate these laws, (for this 
book is not a detail of experiments, but rather a digest of 
them,) could never have been executed had I not first dis- 
covered my galvanic battery ; for its simplicity alone enabled 
me, without any assistance, to undergo the laborious under- 
taking. I am ftiUy aware that some may disagree with me 
BS to the superiority of my battery over all others for ex- 
perimental and manu&cturing purposes. I shall not flinch 
upon this account from stating its advantages, especially as 
they appear to me likely to contribute to general benefit. 

The value of the battery process over all others, is its 
applicability to all cases ; moreover, when we use a single 
cell of the battery, the quantity of zinc dissolved to do any 
amount of work, is the same, or even less, than attends the 
use of the other apparatus; because the local action in a 
battery of this construction is less than in the single-cell 
apparatus ; and, lastly, the quality of the precipitated metal 
can be regulated with the utmost nicety; and I have no 
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hesitation in stating, that the battery process is the only 
one that ever can be employed by the manufacturer with 
advantage. 

The platinized silver battery is peculiarly suitable for the 
operator, for when it is in action it conununicates to him 
the degree of work that it is doing ; in fact, it completely 
talks to its possessor. If the current is very feeble, a faint 
murmur is heard ; if a little stronger, the battery whispers ; 
if a moderate current is passing, it hisses ; but if a violent 
one, it roars. At this present moment I have nineteen 
batteries at work in the same room where I am writing, 
and they are each telling me the work they are performing. 
This very instant the fall of a heavy ledger in a neighbour- 
ing office has jarred two wires into contact, and the roar 
of that one battery has immediately informed me of the 
fact, notwithstanding the action of the eighteen others; I 
have separated the wires, and the universal singing com- 
municates to me that all are now working satisfactorily. 
Any local action on the zinc in the same way is imme- 
diately notified by its different and peculiar voice, and I 
have been surprised how quickly the experimenter catches 
the characteristic peculiarity of each noise, which is learnt 
more readily than the sound of different bells in a strange 
house. 

With regard to the constancy of this battery, I may be 
expected to say a few words, for, although theoretically it 
is not absolutely constant, yet practically, for the purposes 
of the electro-metallurgist, its constancy remains for two 
or three days, or, in other words, until the battery is nearly 
exhausted ; and then, to replenish the solution of zinc with 
a fresh supply of dilute acid will not occupy more than half 
a minute. In recording my own experience of its practical, 
though not of its absolute constancy, I can at the same time 
conjoin the testimony of some of the most extensive manufac- 
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turers In this country. By the practical manufacturer this in- 
strument is re-charged with acid, at intervals, varying from 
three days to a fortnight, according to the size of the vessel 
containing the acid. Whilst upon the use of the battery, I 
may state, that the platinum, with proper care, never wears off 
the silver, and that the platinized silver never undergoes the 
slightest change, or is affected by the slightest local action. 

The departments of electro-metallurgy comprising electro- 
gilding and plating, received great impulses from Elkington ; 
some of his processes being most admirable. As far as gilding 
is concerned, he was anticipated by Brugnatelli nearly forty 
years ago ; the following passage has been pointed out to 
me by Mr. Brayley, the sub-editor to the Phil. Mag. " I have 
lately,'** adds he, (Brugnatelli, in a letter to Van Mons,) 
" gilt in a complete manner two large silver medals, by bring- 
ing them into communication, by means of a steel wire, with 
the negative pole of a voltaic pile, and keeping them one 
after the other immersed in ammoniuret of gold newly made 
and well saturated.^' This account is contained in the Phil. 
Mag. for 1805, but the same passage is also found in the 
" Archives of Philosophical Knowledge ; " but it is to be re- 
gretted that neither journal gave the letter or stated where it 
was published. This process differs in nothing from the ones 
now employed, and doubtless ought to be considered as the 
introduction of electro-metallurgy, being the first instance in 
which any metal was ever reduced by galvanism for the pur- 
poses of the arts. 

The processes for platinating, palladiating, &c., rest upon 
the authority of this work ; for hitherto the reduction of these 
metals, in any other state than that of the black powder, has 
been always considered impossible. The electro -metallurgist 
will be enabled, by the processes which he will find here ftiUy 
described, to execute reliefs and intaglios in gold, and, in fact, 
in nearly every other metal ; facts altogether new in science. 
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The workiDg of all other metals, as in zinc, diver, &c. &c., ex- 
cept copper, is also due to the discovery of the laws regulating 
the precipitation of the metals. 

Every author has given directions for making moulds on 
plaster casts in metal ; but it is singular, that by no process 
hitherto known can a perfect reverse of plaster be obtained. 
In investigating the cause of this, I soon discovered that the 
^fxtreme porosity of the plaster was the block over which they 
had all stumbled, and the difficulty was overcome by render- 
ing the plaster non-absorbent. In this work the reader will 
find that the copying of reliefs in plaster is brought to the 
utmost possible perfection, and by very simple means. 

The success of this department of my experiments has 
amply repaid me for my labours and expense ; for there is not 
a town in England that I have happened to visit, and 
scarcely a street of this metropolis, where prepared plasters 
are not exposed to view for the purpose of alluring persons to 
follow the delightful recreation afforded by the practice of 
electro-metallurgy. 

The extended use of white-wax, beesWax, rosin, &c., for 
the electro-metallurgist, I trust will be found acceptable. 
Their manipulation I have given as the result of my own 
experience, and therefore, doubtless, those who make a trade 
of working these substances will find the account not so full 
as might have been expected or wished ; yet I believe 
practice alone is required to make the operator perfect in 
these arts. 

The application of electro-metallurgy to the copying of 
leaves, fruit, &c., is for the first time described in this work. 
The new mode of etching here detailed, I confidently trust, 
will be also found a valuable adjunct to the knowledge of the 
engraver. The principle which regulates the adhesion and 
non-adhesion of the plates will enable the operator to con- 
duct his operations with certainty — a circumstance of no small 
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importance to the engraver, ignorance on this score having 
already produced untoward results. 

In this history, a sketch only has been given of the leading 
discoveries ; but undoubtedly the person who carries out a new 
science is deserving of considerable praise, for frequently he 
has to incur great expense without any immediate prospect 
of a return for his capital. 

The Electrotype department of Electro-Metallurgy was, I 
believe, first undertaken as a business by Mr. Palmer ; who 
was speedily followed by De la Rue, and afterwards by 
Lockett, Mabley, and several others : though, not having seen 
the productions of the latter, I have been unable to report 
more minutely of their works. 

The laws which I have given in this work, and the univer- 
sality of their application, will doubtless influence importantly 
the attainment of the grand object of using the galvanic fluid 
commonly among our manufacturers ; and having thus, as I 
believe, raised the isolated facts called the Electrotype into a 
vast and comprehensive science, a new name is required which 
may be suitable to its importance, and embrace its various 
applications. The term which I have ventured to apply to the 
science is Electro-Metallurgy, which comprises the principles 
regulating all the arts of Working in Metals by the Galvanic 
Forge ; and the value of the new nomenclature is evident, when 
we consider that it takes in every mode by which it is possi- 
ble to work metals, either by dissolving or precipitating them, 
by the agency of the voltaic current. 

As a surgeon, I feel bound to pass my opinion upon the 
efiect which an extensive application of electro-metallurgy 
would have on the health of the workman ; and in one word 
I may state, that I believe the mode of working in metals 
by the galvanic fluid is more wholesome, and attended with 
far less deleterious properties, than the methods now prac- 
tised. The use of the salts of gold, silver, and platinum, is 
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liable to discolour the fingers ; but the other salts have no 
particular eficct. However, in passing the above decided 
opinion, strengthened as it is by watching the efiects of the 
experiments on myself, and also from paying attention to the 
health of some who have reduced electrotype copper by the 
hundred-weight, I feel but little doubt, that, if the electro-me- 
tallurgist were several times in a day to leave his work with 
his fingers covered with metallic solutions, and take his meals 
without any ablution, and repeat this for a long time, the 
quantity of metal which he would thus draw insensibly into 
his system might be attended with inconvenience. Several of 
the processes here detailed, as those of gilding, &c., are likely 
most materially to benefit the health of the workman, as they 
supersede the use of pernicious mercurial fumes. 

Those conducting electro-metallurgical operations generally 
fatten with their occupation, the minute quantities of sulphate 
of zinc and sulphuric acid which they imbibe improving the 
tone of their stomach, helping digestion, and strengthening 
the whole frame. The salts of copper have the same efiects 
as those of zinc, but perhaps, upon the whole, must not be 
made quite so free with. I would warn my reader against too 
free and careless a use of the cyanides, believing that the 
simple inhalation of the vapour which they emit is very per- 
nicious ; but with proper care no fear need be entertained, 
and, doubtless, upon the whole, electro-metallurgy is a great 
blessing to the workman. 

The Electro-Metallurgist who requires further information 
on galvanism, should consult the original papers of the various 
authors who have most contributed to a knowledge of the 
subject ; but I would especially urge every person interested 
in any department of Electro- Metallurgy to buy and keep 
ready for reference Brande'*s Manual of Chemistry, the most 
extensive and general collection of chemical facts in the Eng- 
lish language. The operator will find it indispensable if he 
attempt to leave the beaten track and follow new paths. 
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No person can now plead ignorance of Electro-Metallurgy 
as an excuse for not following it. There are such a variety of 
works upon the subject to suit every class of persons, &om a 
penny up to three or four shillings, that certainly he must be 
enabled to purchase one according to his means. The best of 
them are generally written by workmen, who detail, in their 
own language, the processes they are in the habit of using. 
Those works that are made up by abstracting a part from one 
author and part from another, generally lose force from the 
inconsistent whole that they present ; though, doubtless, there 
is not a single treatise upon the subject that might not be 
useful to the incipient operator, and from which some good 
might not be drawn. 

It has often been mentioned to me, and considered strange, 
that the Societies whose business it is to superintend and che- 
rish the rising arts and infant sciences, should not contain any 
single paper on the new science of electro-metallurgy, and 
that the student is compelled to obtain his knowledge from 
other sources. For the electrotype, he may possess Spencer'*s 
treatise on that subject, although the mode of proceeding de- 
tailed by him is very different from those Which the laws I 
have developed require me to recommend. Jacobi has writ- 
teji a treatise, in German, on Gralvano-plastics, which has been 
translated by Sturgeon. These two books, from respect to their 
authors, every electro-metallurgist should not only possess, but 
value and carefiiUy preserve, as the first dawn of this delightftil 
science. The manufacturer would do well to consult the vari- 
ous electro-metallurgic patents, the titles of which are given 
in the Appendix of this work, and an abstract of many of 
which are printed in various magazines. The original papers 
upon electro-metallurgy have now become so numerous, that 
every periodical contains notices, of various degrees of value 
and novelty, in some portion of this extensive subject. The 
value of these excellent periodicals in making public new 
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discoveries and fostering talent, which would otherwise be 
frequently crushed by the overwhelming weight of interested 
opinion, is here evident, and to their spirited editors this 
country is daily owing increase of knowledge, power, and 
wealth. 
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BOOK THE FIRST. 

ON GALVANISM. 
CHAPTER I. 

ON GALVANIC BATTEBIES. 

Electricity ; various kinds, 1 — 8. Voltaic Batteries ; circumstances advan- 
tageous or disadvantageous to, 6—13. Proximate cause of Galvanism, 
14 — 18. Resistance, Ohm's Formula, 18—24. Different forms of Bat- 
teries, Couronne des Tasses, WoUaston, &c., 24 — 31. Adhesion of the 
hydrogen to the negative plate; amalgamation of the positive, 34. 
Darnell's Battery, 37 — 44. Grove's Battery, &c., 45—47. Smee's 
Battery, Odds and Ends Battery, 48—55. Comparison of the three hat- 
teries, 56 — 58. 

(1.) As chemists have arranged an extensive series of effecti^ 
under the general (erm of Heat, so they have named another 
series Light, and a third they h^ve called Electricity. Of the 
first cause of all these, as of that of vitality, we are ignorant, 
for we can only examine them by their effects, and even their 
nature is equally obscure. We find, if we examine organized 
bodies, that all these principles are capable of being produced 
through the medium of life, for nearly all animals have the 
power of evolving heat ; many insects, moreover, can volun- 
tarily emit light ; and the property of producing electricity is 
well evinced in the terrible shock of the electric eel, as well 
as in that of some pther creatures. We are indeed in the 
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habit of talking of the Electric fluid, or the Galvanic fluid, 
but this in reality is nothing but a licence of expression suii^ 
able to our finite and material notions. 

(2.) Their weight is inappreciable by the most deUcate 
balances, and hence they have been termed the imponderable 
agents ; a property in which they all agree, and in numerous 
cases appear to be singularly and intimately connected with 
each other. 

(3.) Electricity is the only one which we have particularly 
to treat of in this work, and this subject is subdivided into 
several departments : as, electricity of tension, or frictional 
electricity, where the effects of electricity derived from the 
electrifying machine are considered ; thermo- or steraeo-elec- 
tricity, where it is derived from solid bodies through the 
agency of heat ; animal electricity, from organized bodies ; 
magnetic electricity, from the natural or artificial magnet ; and 
voltaic or galvanic, where it is obtained from the voltaic pile. 

(4.) Although these names, from their multiplicity, may 
tend to conftise, be it remembered, there is but one elec- 
tricity which thus manifests itself in such different ways, 
either under varying circumstances, or from differences from 
whence it is derived. Our enquiry will not extend into all 
these details, but simply into its effects when obtained from 
the voltaic battery. 

(5.) The phenomena, to which the name of voltaic or gal- 
vanic electricity has been gi^en, are those which arise firom 
the voltaic or galvanic battery, so named from its discoverers, 
Volta and Galvani. They found that two pieces of metal, 
possessing different facilities for combination with oxygen, 
produced, when properly united, singular convulsions in a 
dead frog ; and, following out this experiment, they con* 
structed the battery, which has now, from the improvements 
of later discoverers, become so poweriul and valuable an 
instrument. 

(6.) Without pursuing in detail the interesting experiments 
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of subsequent authors, it must always be borne in mind, that, 
to make a galyanic battery with advantage, two conducting 
substances must be employed, and a compound conducting 
fluid must intervene, capable of being decomposed, and the 
resulting compound formed should be removed as rapidly as 
possible out of the sphere of its production by the solvent powers 
of the fluid. The first substance should have the strongest 
possible affinity for one element of the fluid, and the second 
substance the least possible affinity. Thus, in a simple circuit, 
composed of zinc, silver, and water, (the water being rendered 
a good conductor by the addition of acid,) zinc has a very strong 
attraction for the oxygen of the fluid, whilst silver has a 
very slight attraction; and therefore a powerfiil current is 
generated. As a galvanic curiosity Becquerel has described 
a battery made by an acid and alkali, separated from each 
other by a porous diaphragm, and simply connected by a 
platinum wire. Mr. Grove has also described an inter- 
esting arrangement of nitric acid and muriatic acid, separated 
by a diaphragm and connected together by gold leaf im* 
mersed in both fluids. In this case oxygen is transferred 
over to the muriatic acid, chlorine is set free, and one piece 
of gold becomes dissolved. The older electricians considered 
that galvanic batteries might be made of muscle and brain, 
beet-root, and various other non-conducting substances, but 
probably their observations are inaccurate. 

(7.) With regard to the relative conducting powers of 
bodies, the metals, and all the varieties of carbon excepting 
the diamond, hold the foremost rank among solids. The 
fluids are generally imperfect conductors ; none more so than 
pure water ; though in combination with the acids, pure alka- 
lies, or any of the salts, it forms a good conductor. Fused 
chlorides and iodides are also good conductors. The metals 
are conductors in the following order; silver, copper, lead, 
gold, brass, zinc, tin, platinum, palladium, and iron. 

(8.) If we except the earthy and alkaline metals, as potas** 
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siuih, sodium, &C.9 zinc hfus by £Etr the strongest aflSbuty for 
oxygen ; and on this account is invariably used as the electro- 
positive metal (the term applied to the metal which is acted 
upon by the solution, or which in reality acts on the fluid). 
All other metals, in any add solution, are electro-negative to 
them ; the term used to imply the opposite state to electro- 
positive. The following table shows the state of electricity in 
which the metals stand with regard to each other in acid 
solutions^ where every metal is positive to all below it, and 
negative to all above it. This series relates only to a dilute 
sulphuric acid solution, for it varies with almost every other 
solution used : 

Potassium, Iron, Silver, 

Barium, Bismuth, Palladium, 

Zinc, Antimony, GU>ld, 

Cadmium, Lead, Oharcpal, 

Tin, Copper, Platinum. 

This order appears to me to require to be again made the 
subject of experiment ; I would suggest that, for this investi- 
gation, every metal should be used in a finely divided state, 
similar to the finely divided platinum of my battery. 

(9.) When a metal which acts slightly upon a fluid (as for 
instance, copper) is brought into contact with another metal, 
which has a stronger affinity for the oxygen of the fluid, the 
latter, or electro-positive, is dissolved, and gives a negative 
tendency to the former, which in that state does not act at all 
upon the fluid, but is preserved by the latter. Of this sin- 
gular property Sir H. Davy took advantage, for the protec- 
tion of the copper sheathing of vessels, which was efiectually 
preserved from decay by pieces of zinc or iron placed in con- 
tact with it under the water ; but then unfortunately the cop- 
per, ceasing to be deleterious, did not prevent the adhesion of 
marine animals and vegetables, which accumulated to such an 
extent as materially to impede the ships^ progress through 
the water. In this way zinc protects all the less oxidable 
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metab, when pure ; but if the electro-negative metals be con- 
taminated with charcoal, or with a metal having less affinity 
for oxygen, they will still be acted upon. This doctrine of 
negative tendencies appears to be much overrated, for a metal 
can only be protected by the negative tendency, when hydro- 
gen has to be evolved from the metal to be protected ; thus, 
zinc will protect copper when placed in dilute sulphuric or 
other saline solutions, but no voltaic force will protect the 
copper when placed in the salts of silver, gold, platinum, or 
palladium, or in nitrous acid, because the hydrogen in these 
cases is immediately absorbed, and the copper is acted upon 
by the liquid, or rather itself decomposes the fluid, by seizing 
upon the oxygen of the metallic salt. For the same reasons 
it is impossible to give a negative tendency to iron or tin, in a 
solution of sulphate of copper, because there is no hydrogen to 
protect the iron. There are a thousand other similar instances; 
therefore let the electro-metallurgist place no reUance on giving 
a negative tendency to a metal, but take care in all his opera- 
tions not to place one metal in a metallic solution which it is 
enabled to decompose. « 

(10.) The converse of this observation applies to the 
electro-positive metal, as the zinc ; for, when pure, it is not 
acted upon by the sulphuric acid till contact be made with 
some other metal having less affinity for oxygen : if it con- 
tain any electro-negative metal, however, it will not only be 
acted upon by the fluid for the generation of the galvanic 
current, but independently of this a great waste and expense 
will be incurred. This additional wasting is termed local 
action, and should be avoided in every possible way. 

(11.) Local action, arising as it does from either the zinc 
or the negative metal being contaminated with some other 
metal, is to be considered as an infinity of small batteries, the 
action of which is quite independent of the great battery; 
where the hydrogen is entirely transferred to the negative 
plate, and where consequently no apparent action is visible at 
the positive plate. 
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(12.) It is for this reason that the pure metals are exceed- 
ingly difficult to dissolve, particularly if the acids be also 
pure ; as, for instance, pure silver in pure diluted nitric acid, 
or pure zinc in dilute sulphuric acid; because there is no 
local battery of different metals established to fitvour the 
solution. 

(13.) A battery, in an acid solution, when put into action, 
exhibits apparently no change at the electro-positive metaJ, or 
zinc, if the local action be destroyed ; although in fact it is the 
zinc which is being dissolved. On the contrary, the electro- 
negative metal, which is in reality undergoing no change, ex- 
hibits a copious disengagement of gas, which arises from the 
transference of the hydrogen to that plate, while the oxygen 
is all absorbed by the zinc. 

(14.) This leads us at once to the proximate cause of the 
voltaic current, for it is found that the amount of action on 
the zinc is exactly proportionate to the quantity of electricity 
produced ; hence zinc appears to be the jRiel of the battery, 
holding the same place as coals in a fire. From these and 
various other facts, Dr. WoUaston, Dr. Faraday, and with 
them most of the present experimenters in this country, be- 
lieve that the chemical action of the acid solution on the zinc, 
or rather of the zinc on the water of the acid solution, is the 
source of the electric current in the voltaic battery; and this 
is termed the Chemical Theory of the pile. The Grermans 
again, and others, following Volta, believe that the chemical 
action is the effect of the electric current, and that the power 
is produced by the contact of two dissimilar metals ; and this 
latter has received the name of the Contact Theory. 

(15.) In opposition to the Contact Theory, Dr. Faraday has 
described, in the Philosophical Transactions, curious instances, 
where the connection of a single battery, excited by dilute 
sulphuric acid, was not made through any metal whatever, but 
through a liquid capable of being decomposed by the stronger 
energies of the dilute sulphuric acid. He found that a solu- 
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tion of iodide of potassium was best adapted to show this inte- 
resting fact. 

(16.) Whichever theory be adopted, the use of the nega- 
tive metal is by no means apparent ; for the quantity of elec- 
tricity developed, cseteris paribus, is exactly as the surface of 
negative metal exposed : thus, provided there be no obstacle to 
overcome, if the surface of this be doubled, the quantity of 
electricity will be likewise doubled. The extent of surface of 
the positive metal, within certain limits, is not of so much con- 
sequence, although too great a deficiency of this is attended 
with detriment. The importance of the surface of positive 
metal differs with every metal, and perhaps depends more on 
the attributes of the salt formed during the action of the bat- 
tery. In a dilute acid solution, when zinc is used for the posi- 
tive metal, the extent of surface is not very material ; but 
when other metals, as copper or iron, are employed in a decom- 
position apparatus, the size is of the utmost consequence, as 
we shall hereafter have particularly to notice. 

(17.) One circumstance must be noticed, that every point 
of the negative offers a radiating point to the positive metal ; 
for every point not so situated is much less active, and some- 
times even perfectly inactive. In different cases this pro- 
perty is shown more or less strikingly ; for if the hydrogen be 
removed in its nascent state, it will, under the combined ac- 
tion of its adhesion and elasticity, manifest itself at a great 
distance from the positive metal, and even quite without the 
sphere of its radiation, as is the case where the back of a piece 
of metal is active, while the front alone is opposite to the 
fluid. When very smooth metals are used, it will also pass 
to a great distance; but when a metal is prepared in the 
manner I have hereafter to point out, by platinum, the gas 
will only be given off from a small extent, though very vio- 
lently, when touched by the point of a fine zinc wire. In 
fact, the stratum of fluid interposed between the pieces of 
metals affords a great resistance to the galvanic fluid, and this 
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proportionate to the thickness of the stratum and its conduct- 
ing power. 

(18.) A relation ^dsts between the power, and the distance 
interposed between the electro-positiTe and negatiye metals ; 
for, the nearer these can be brought together, the greater the 
quantity of electricity deyeloped ; though the intensity is not 
influenced by the difference of arrangement. 

(19.) The fiinction of the acid solution has abready been 
partially explained ; for we have before mentioned that the 
water is decomposed, the hydrogen is transferred ta the nega- 
tive metal, and the oxygen combines with the zinc, and forms 
oxide of zinc. The acid now comes into play, and, in addition 
to its adding considerable conducting power to the solution, it 
removes the oxide to form the sulphate of zinc. The water 
which now remains undecomposed is required to dissolve the 
sulphate of zinc, for, as soon as the liquid becomes saturated with 
that salt, no fiirther galvanic action can take place, although 
the liquid may still remain intensely sour. This property is 
of great importance, because it shows us that the acid and 
water must be so regulated that the sulphate of zinc which 
results &O01 the action may saturate the water and leave little 
or no excess of acid. Whatever acid is left beyond the satura* 
tion of the fluid by the sulphate of zinc must of necessity be 
wasted, unless we dilute the solution with more water. It is 
a most striking experiment to add water to a battery charged 
with a saturated and acid solution of sulphate of zinc, as im- 
mediately activity and power are exhibited by that which 
appeared before to be inert and inoperative. The function of 
the water has been very much overlooked, or even altogether 
neglected; but for electro-metallurgical operations the fact 
must be continually borne in mind, and a sufficiency of fluid 
always added to* the metallic salt, in order that when the salt 
is formed it may be freely dissolved. If the rivers had been 
filled with anhydrous sulphuric acid, and water had been 
manufactured in the laboratory, then we should have come to 
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the cionclusion that the water excited the battery, and the 
acid was of secondary importance; but, as it has been the 
reverse, we have decided too carelessly that the acid excited 
the battery, and the water played a secondary part; whereas 
the one is as necessary as the other, the acid to render soluble 
the metal, the water to dissolve the newly formed metallic 
salt. Different salts vary very much in the rapidity with which 
they are dissolved by fluids ; thus sulphate of zinc is very 
rapidly dissolved, ferrocyanate of potash and sulphate of cop- 
per very slowly, and this does not depend upon the quantity 
of salt the water will take up ; and there is no doubt that this 
property is of considerable importance, not only in the gal* 
vanic battery, but also in the precipitating trough. After 
these observations, we must not be deceived by imagining we 
can have a battery which will do much work, and at the same 
time take up but little space ; for any person may at once cal- 
culate the capabilities of a battery from its size, by first ascer- 
taining the nature of the salt formed by the galvanic action, 
then its solubility in water, by which means we can learn to a 
nicety the utmost amount of galvanic power that can be 
attained from any battery. The only chance we have of 
lessening the size of a galvanic battery, and at the same time 
performing the same work, is to take care that the salt made 
during the action of the battery should be soluble in but little 
water. 

(20.) Whatever exciting fluid is employed to charge the 
battery, its efficacy depends upon the same principles, but 
the intensity varies with each variation in the foreign body 
placed in the water ; thus dilute nitric acid, dilute sulphuric 
acid, or a solution of salt, all impart different powers to the 
battery : an increase, however, or diminution in the propor- 
tion of these, does not interfere in the intensity, though the 
quantity is materially altered ; for, if but ten drops of dilute 
sulphuric acid are placed in a gallon of water, the intensity 
would be the same as if a pint of acid were employed ; but 
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the quantity in one case would be infinitely less than in the 
other. 

(21.) The nature of the exciting fluid also materially affects 
the resistance which is afforded to the galvanic current, for no 
two fluids, or no two strengths of fluids, conduct the galvanic 
power with equal fecility. From the above considerations we 
arrive at the proper maimer to make a galvanic battery; first, 
we must have two good conducting substances, separated by 
a good conducting intervening liquid. The amount of action 
which it will produce will be proportionate to the ready 
action of the liquid on one substance, and its inaction on the 
other; and will depend on the size of the terminal plates. 
This amount of action may be fairly called the power of the 
battery, but it is always lessened ; first, by a slight resistance 
which the metals afford to the passage of the current ; and, 
secondly, by the resistance which the intervening liquid is 
sure to afford, which is proportionate to its thickness. If, 
instead of a good conducting metal, the connection between 
the terminal plates is made by any imperfectly conducting 
substance, then will also the power be stiU Airther immensely 
lessened. A single cell, composed of two metals and an in- 
tervening fluid, provided it be large, is sufficient to produce 
any amount of action where no resistance is afforded to the 
passage of the voltaic current. These will remain inactive 
while they do- not touch ; but as soon as contact takes place, 
either in the exciting fluid, at a distance, or through a fluid of 
more easy decomposition than the exciting fluid of the bat- 
tery, the action immediately commences. The contact may be 
made through a great length of wire, with the same result. In 
this case, however, if the wire be either long, of small dia- 
meter, or of a metal of no great conducting power, it will be 
seen that the hydrogen evolved from the negative metal wiU 
be materially lessened, showing that an obstade is presented 
to the electric fluid. 

(22.) To overcome this obstacle we must have recourse to a 
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number of galvanic batteries, arranged as a series ; that is, 
the zinc of one battery connected with the silver of the next, 
and this in regular continuation, leaving the extreme zinc and 
silver. free. In this way a hundred batteries may be con- 
joined, but no more electricity obtained ; for only the same 
amount of electricity passes 88 when one cell is used. Now, 
however, this same amount can pass through a much greater 
resistance, for it would seem as if, at every alternation of the 
battery, the electric fluid obtained a push to overcome any 
obstacle afforded to its passage. The amount of electricity 
will have a power of overcoming obstacles in a compound bat- 
t6ry, equal to its power in a single cell, multiplied by the 
number of ceUs. By this arrangement the amount of elec- 
tricity actually passing will not be increased beyond what it 
would have been, had there been no resistance to overcome. 
Ohm, in an elaborate and obscurely worded paper, has given 
the mathematical formula for the galvanic current. His gene- 
ral formula may be thus expressed. The intensity of action 
(A) is equal to (the electromotive force (E) multiplied by the 
number of batteries) (n) divided (hj the resistance the cur- 
rent has to overcome, external to the liquid of each battery 
(r) plus (the resistance encountered by the peculiar arrange- 
ment of each cell r* multiplied by the number of cells (n) )j. 

It would be thus : — 

nE 
A= 

r + nr' 

The value of this formula would have been appreciated long 
since, had he not discarded the terms quantity and intensity, 
but modeled them to suit his new views. Had he restricted 
the term quantity to the amount of electricity passing at each 
point, and intensity to the power which that had of over- 
coming obstacles, in which sense I shall use these terms 
throughout this work, then would his doctrines have imme- 
diately had their due weight amongst scientific men, in- 
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stead of requiring years slowly but surely to work their 
way. To mathematicians this formula explains every circum- 
stance observable in the use of galvanic batteries. It shows 
that the force of the single battery should be as much as 
possible, by using metals of different affinity for oxygen; 
then that the resistance in this single circuit should be re- 
duced to the minimum, by using thick plates of metal, and a 
narrow interval of the best conducting fluid. Now if suf- 
ficient series be used, the greatest resistance can be pwfectly 
overcome. It is instructive to substitute numbers for the 
letters of the formula, which will show all the capabilities and 
attributes of the galvanic battery better than any other way: 

(23.) There is no advantage, but even a loss, in using a 
battery with a series more than sufficient to nearly overcome 
a resistance, whether produced by a fluid to be decomposed, 
or by any other means ; for if ten cells arranged as a com- 
pound battery be sufficient to overcome the obstacle, the 
effect of sixty cells, arranged as six tens, would be nearly six 
times as much as if a single ten were used, because they 
would then form a battery of six times the size : but if the 
whole were used as one compound series, the resulting de- 
composition would be enormously less than six times the 
quantity, being but a trifle more than before ; and, to use a 
battery with advantage, this fact must be borne in mind. If, 
again, the surfaces be increased before sufficient series be 
obtained, in like manner it will not add a proportionate 
amount of power. 

(24.) A compound galvanic battery, or one of many cells, 
has the same quantity of electricity passing in each cell, and 
therefore the same quantity of zinc dissolved. On this ac- 
count the fewer the cells that can be employed to overcome 
the obstacle, the greater will be the economy. It is obvious, 
therefore, that as soon as, by increasing the series, sufficient 
intensity has been attained to overcome partially the resist- 
ance, quantity should be sought by increasing the surface ; for 
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when one cell, as a single series, requires one ponnd of zinc to 
do a given amount of work, when that same work is done 
more quickly by twelve cells, twelve pounds are dissolved — 
one pound in each <5ell ; and of whatever size the cells may 
be, still the result will be the same, for no more zinc will be 
dissolved. 

(25.) The simplest form of compound battery is the Cou* 
ronne des Tasses, which is composed of alternate slips of zinc 
and platinum soldered together ; the zinc is to be placed in 
one glass, the platinum in the next ; and the series, thus 
arranged, may be charged with dilute sulphuric acid : care 
must be taken that the metal of the alternate pairs do not 
touch in the fluid. 

(26.) When intensity alone is required, a large number of 
small plates should be used, as in De Luc^s column, which is 
constructed of pairs of plates of dissimilar metals, separated 
by paper. There are several methods by which it may be 
made ; the most common of which is to place alternate discs 
of silvered paper on similar discs of zinc, taking care that 
the series (i. e. the relative position of zinc) has always the' 
same direction. It may be also made of discs of silvered 
or gilt paper, the uncovered side having been first spread over 
with the black oxide of manganese and honey. However, 
care must be taken that the manganese be not exposed to the 
sun, as in that case it is rendered inert ; and also that the 
silver or gilt paper be not covered with any varnish, as that 
which is usually sold in the shops : 500 to 1000 discs must be 
employed to make an efficient instrument. 

(27.) The larger batteries, which were in use for a number 
of years,, consisted generally of copper and zinc, arranged in 
different forms, according to the fancy of the operator. Thus, 
the copper of each cell surrounded the zinc, and both were 
united to fit into a porcelain trough, with eight, ten, or inore 
cells. Here each cell is to be considered as a distinct battery, 
although the copper and zinc of the whole trough are united ; 
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an arrangement contrived to remove the series of batteries 
&om the trough at one time. 

(28.) In this compound battery a porcelain diaphragm 
separates each simple battery ; but Dr. Hare discovered that 
a series of batteries might be placed in one vessel, provided 
that the metals of each battery did not touch in the fluid, and 
that neither the electro-positive metal afforded a radiatory 
point to the electro-negative metal of any other but its own 
pair, nor that any electro-negative metal radiated in a similar 
manner to any electro-positive metal. This form of battery is 
very little known in this country, and I believe but seldom 
used anywhere. 

(29.) There is another form which was devised by Cruik- 
shank, and which consists merely of square pieces of zinc and 
copper, soldered together, and fixed at regular intervals in a 
wooden trough ; the zinc always being in one direction. In 
this battery the metals themselves divide the cells. 

(30.) There are many other forms of compound batteries, 
which do not require particular mention, as the principles 
which have been already explained affect them all. 

(31.) Provided the metals be sufiicient to carry the cur- 
rent, their thickness does not influence the quantity of electri- 
city, that depending upon the surface exposed to the fluid ; 
but, if the metals be so thin that they cannot carry the elec- 
tricity, a diminution in the quantity of the current produced 
will ensue, similar to that which arises from thin wires, simply 
because a resistance is afforded to the galvanic circuit. For 
this reason, earthenware coated with platinum was not found 
to answer for the negative plate of a Grovels battery, the pla- 
tinum surface not being of sufiicient thickness. Yet, however 
thin a metallic or good conducting surface be employed, the 
current will gradually traverse it ; a property of no small im- 
portance for the electrotype. 

(32.) As the metals are good conductors, and the metallic 
oxides non-conductors, it is important that the negative metal 
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should expose a clean metallic surface, or else it will be per- 
fectly inert ; therefore, when the old forms of batteries are 
employed, the copper should be thoroughly cleansed from ox- 
ide before the battery is put in action. 

(33.) When the metal is thoroughly cleaned before it is 
employed, it still very speedily, in fact, almost instantaneously, 
loses its power. Now this depends principally, if not entirely, 
in a single battery, upon the hydrogen'^s adhering to the nega- 
tive metal, which thereby becomes coated with a non-con- 
ducting surface of hydrogen, and is therefore rendered inopera- 
tive. The state of surface influences this adhesive quality. 

The reader may readily convince himself of the truth of 
this. Let him immerse in a tumbler of dilute sulphuric acid 
a polished plate of copper, and then place a piece of zinc in 
contact with the copper below the surface of the fluid. 
Bubbles of hydrogen will speedily appear upon the surface 
of the copper, and will soon cover its entire surface. It will 
be seen that these bubbles, instead of rising to the surface, 
and escaping as soon as formed, (or in other words being 
evolved,) will continue adhering to the metal. This depends 
upon the principle called heterogeneous adhesion, which can 
only operate when the surfaces of bodies are brought into very 
close contact. A smooth surface of metal favours the adhesion 
of the gas to such an extent as to counterbalance the force 
with which it tends upwards to the surface of the fluid. 
This, considering the difference of specific gravity between 
hydrogen and water, can by no means be a trifling force. 
Mechanical roughening by sand-paper obviates in soihe degree 
this annoyance, but is by no means entirely a remedy. The 
mode of overcoming this adhesion will be treated of when we 
describe my battery. To give an idea of the amount of 
hydrogen which will adhere to smooth metals, I have fre- 
quently seen platinum, the heaviest of all substances, rise, by 
the force of the hydrogen, to the top of the water, after it had 
been in contact with zinc. 
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(34.) The same observations apply to the positive metal ; 
for, if even impure zinc be poUshed, the hydrogen will yet 
adhere to such an extent, that scarcely any action will take 
place till the surface is corroded, when it will immediately 
become violent. There is another mode, however, of over- 
coming this local action, which has been adverted to in this 
place, instead of mentioning it before, because I believe its 
action depends upon the facilitating the adhesion - of hy- 
drogen ; this mode is the amalgamation of the zinc by mer- 
cury. In making a battery this should never be neglected, 
from its economy, as but a small quantity of mercury is 
required. It is effected by acting upon the surface of the 
zinc, either by acid, or by planing the oxidized sur&ce and 
then rubbing it with metallic mercury. Practically, plates 
of zinc are placed for a short period in dilute sulphuric acid, 
when metallic mercury is well rubbed over them. In con- 
ducting this operation the workmen should be taught to 
endeavour to make the zinc absorb as much of the quick- 
silver as possible, and in the long run that will be found to 
be the most economical. Let us never forget to whom we 
owe this discovery, which of itself enables galvanic batteries 
to be used extensively in the arts. Ages to come will perhaps 
have to thank the inventor, whom we are too apt to forget 
because he was neither on the council of the Boyal Society 
nor a London Professor, yet still the obligation from the 
public to Mr. Kemp is the same. 

The explanation which I have Ventured to give of this 
valuable improvement is the following ; the mercury envelopes 
the small portions of charcoal and foreign metals, and there- 
fore the first gas evolved adheres so firmly to these, that 
every foreign point of metal becomes coated, so as to prevent 
farther action ; for, of all the metals known, there is none to 
which the hydrogen sticks so firmly as to mercury. A very 
instructive experiment proves that the absence of action 
depends on the adhesion of the hydrogen ; for, if mercury 
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with zinc dissolved in it, be placed in dilute sulphuric acid, 
it will give off no gas, but will be covered with large bub- 
bles ; but if a little sulphate of copper, nitrate of silver, or 
nitro-muriate of platinum be placed in the acid, an instanta- 
neous change ensues, for the hydrogen has not now to be 
evolved, but is absorbed in the nascent state, to reduce the 
oxides of these metals. The protective influence which mer- 
cury exerts upon zinc is only operative when the hydrogen 
has to be evolved and not absorbed ; thus it is but little 
protection to zinc when placed in dilute nitric acid, because 
the nascent hydrogen is absorbed by the nitrous acid, and 
does not infilm the zinc. This fact may be readily observed 
if two pieces of amalgamated zinc be taken of similar size; 
when one is placed in dilute sulphuric acid, and the other in 
the dilute nitric, the degree of action upon the zinc will be 
found to be far greater in the latter than in the former 
case. In fact, in dilute gulphuric acid, zinc well amalga- 
mated will last for days, or even weeks, without suffering 
any Important loss. These observations clearly indicate the 
necessity of abstaining altogether from the use of nitric acid, 
when we are desirous of obtaining the galvanic power at the 
lowest cost. 

(35.) In an elementary treatise it is unnecessary to enlarge 
upon these views, but those desirous of entering into them 
can consult the Philosophical Magazine for April 1840, or 
the Transactions of the Society of Arts for that year. An 
observation of these facts led me to construct the Ghemico- 
mechanical battery, of which we shall speak after we have 
described the other forms. Before, however, entering upon 
that subject, there is still another property of metals which 
)ias not been adverted to ; viz. that the least oxidable metals, 
as platinum, in common with the metals which have most 
affinity for oxygen, become coated, or so infilmed with air, 
that they are rendered useless, because they expose a film of 
badly conducting substance to the fluid instead of a metallic 

D 
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one. The film may be instantly destroyed by heat, or by 
strong nitric acid. This fact has been long known, and the 
familiar experiment of causing iron filings to swim, while 
magnesia, which is an impalpable powder, sinks, is an example. 
But I believe it had not been noticed as influencing galvanic 
effects till mentioned in the paper before quoted. 

(36.) The mode in which the hydrogen is evolved, is sup- 
posed to influence the power of the battery ; for, if removed 
from the negative metal in the nascent state by any sub- 
stance which readily yields oxygen to combine with it, this 
power is greater than when it is evolved. The cause of this 
is not exactly known ; some supposing that it arises from 
chemical action at both poles of the battery, whilst others ex- 
plain it by supposing that the hydrogen carries off a certain por- 
tion of electricity of tension, as they find that a gold leaf electro- 
meter is affected when brought near the evolved hydrogen. 

(37.) No farther improvement was made in the galvanic 
battery hitherto described ; all previous alterations being as 
to size or form, as flat cells, round cells ; or as to tKe ar- 
rangenient of the metals, as to which should be innermost : 
but these can scarcely be called improvements. At length 
Professor Daniell turned his attention to the subject, and pro- 
duced a battery on a principle altogether new. 

(38.) The form of battery which he recommended was 
from eight inches to two feet in height, and four inches in 
diameter. The outer vessel is to be made of copper, of which 
the external part may be painted, as it plays no part in gene- 
rating electricity; while the inner remains uncoated. Into 
this cylinder a solution of sulphate of copper is to be poured, 
instead of the dilute acid used in previous batteries ; but now, 
if a zinc plate were put into this solution, and contact were 
made, the copper of the solution would be reduced upon the 
zinc as well as on the outer cylinder, and thus great waste 
would ensue. It therefore became necessary to enclose the 
zinc in a porous vessel, in order to separate it from the sul- 
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phate of copper. This was effected by a piece of the gullet of 
the ox ; and into this, which forms an innet veaael, the zinc, 
with dilnte sulphuric acid, is to he placed. Thus we hare an 
outer copper cylinder (c) with a solution of sul- 
phate of copper (a), and an inner porous vessel *■ 
(p) containing zinc (z) and dilute acid (a). As 
soon as contact is .made, the zuio is dissolved, 
and sulphate of zinc is retained in the inner part 
of the vessel ; whilst, instead of the hydrogen 
being evolved at the negative metal, it reduces 
the copper from the sulphate of copper. The 
imier vessel must he looked upon as a disadvan- 
tage, because there is no doubt that it lessens 
the power of the battery by materially increas- 
ing the resistance. The more porons this vessel 
is,, the greater is the quantity of electricity developed ; and 
so common brown paper, coarse canvass, and porous earthen- 
ware tubes are employed, instead of the bladder, or the lin- 
ing membrane of the gullet or intestines, as formerly. Pro- 
fessor Daniell uses for his positive metal cast zinc rods, which 
he amalgamates ; and, as a little copper always passes through 
the porous vessel, this should be repeated every time it is em- 
ployed. The earthenware tubes immediately after use should 
be plunged into water, and there kept till all the sulphate of 
copper is dissolved out ; or else, by crystallization, it will 
sometimes disintegrate the vessel. 

(39.) Many have thought that the zinc bemg two inches 
apart from the copper is too far, and they have used cylinders 
which approached a great deal closer ; but although there is 
no doubt that by these means increase of power is obtained 
by lessening the resistance, yet many more inconveniences at- 
tend their application than the employment of the form origin- 
ally suggested by Professor Daniell. In the use of porous 
tubes of every sort, whenever the reduction of a metal takes 
place, care must be taken that neither of the plates of the 
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battery touch the porous vessel ; for otherwise the reduction 
of the metal will take place upon it, and at length a line 
of continuity will extend firom one to the other. One form of 
Danieirs battery has been much used by Professor Wheats 
stone for his telegraph. It consists of a small outer vessel, 
containing the solution of sulphate of copper, and the piece of 
copper forming the copper negative plate. The porous tube 
is a little porous cell about the size of the end of a man^s 
thumb. This contains the acid solution, and at the bottom 
an amalgam of zinc and mercury, which serves for the positive 
element. Professor Wheatstone finds this to be the most 
constant arrangement of the battery. Candidates, ever anxious 
to obtain the fame of a new invention, made this battery 
square, oblong, parallelepiped, and even in many other forms, 
without any real advantage ; for all the alterations, attended 
with benefits one way, have counterbalancing disadvantages. 

(40.) This battery is principally valuable for its constant 
efiects ; that is, for the power which it possesses of generating 
exactly the same amount of electricity for a long time toge- 
ther; and for this reason it is extremely valuable in many 
experimental researches. 

(41.) To obtain its constant effects, however, certain precau- 
tions are required ; for if we alter the resistance of any part 
of the voltaic circuit, whether inHhe cell of the battery or 
without it, the amount of electricity passing will vary : thus, 
if the size of the wires used for the communication be altered, 
or their length either materially increased or diminished, then 
will the quantity of electricity vary. The distance between 
the poles, and also their size, must remain the same, and 
great care must be taken that the porous tubes be of the 
same texture; for it is to be remembered, that if but one 
bad earthenware tube be used in a battery of large /series, 
the quantity of electricity will be influenced throughout. 

(42.) Much misunderstanding has arisen from the use of 
the term constancy ; it is often thought to signify long-con- 
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tinued action, whereas these properties are really different; 
for a battery may be constant, bat only remain in action for 
a short period ; and agwn, a battery mig'ht continue in ac- 
tion for years, and not be constant in its action : the pro- 
perty of long continuation, however, ie by &r the more 
Talnable. 

(43.) The principal diBadvantages of this battery ate, first, 
the length of. time required to set it in action; secondly, the 
trouble imd expense attending the use of the porous tubes ; 
and lastly, the necessity of continually re-amalgamatiDg the 
plates. 

(44<.) The essential advantage which this excellent battery 
possesses over all which preceded it, is the removal of the 
hydrogen, instead of its evolution at the negative vessel, 
whilst in the nascent state, by its decomposing the sulphate 
of copper. It is owing to this, also, that this battery gives 
off no fumes. To employ its decomposing effects on acidu- 
lated water with the greatest advantage, a series of ten or 
twelve is required. 

(46.) Another battery, upon precisely the same principles, 
although applied in a very different way, was invented by 
Mr. Grove. He uses, for his negative metal, pUti- j.- g 
num (p), and in the inner porous cell he puts strong 
nitric acid (n), and in the outer vessel, with the 
zinc (z), dilate solpfauric or muriatic acid (a). The 
form which Mr. Grove prefers is a many-celled 
troagh, like the Wollaston's, with fiat parallelo- 
piped porous tubes in the interior ; and, as platinum 
is an expensive metal, he takes care that the 
whole surface is brought into full operation, by 
completely surrounding it with zinc. ■ In this bat- 
tery the nitric acid is decomposed by the hydrogen, and 
deutoxide of nitrogen is evolved ; which, coming in contact 
with the atmospheric (ur, is converted into nitrous acid. 

(46.) This battery is remarkable for its power ; a aeries of 
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four being sufficient for most decompofiitionB. .A large series 
exhibits the arc of light in a very brilliant manner; for 
showing this phenomenon it exceeds all other batteries. 
This battery however, with its great intensity, is not with- 
out some serious disadvantages ; for the nitrous fiimes which 
are evolved during its action are extremely pernicious to 
the animal economy, so much so that it might be even 
dangerous to be exposed to them without a free access 
of air. These nitrous fumes Will attack almost every 
metallic sur&ce with which they come in contact, and 
therefore it should not be employed in a room where there 
are polished stoves or metallic apparatus. The nitric acid 
moreover passes through the porous tubes, and attacks the 
zinc to a considerable extent, independently of that zinc 
which is dissolved to generate electricity ; and lastly, this 
battery has the objection of requiring the trouble and exr 
pense attending upon porous tubes. 

(47.) We have thus seen that Mr. Grove's intense battery 
is in its principle similar to that proposed by Professor Daniel], 
for in both the hydrogen is removed by chemical means ; in 
the first instance by nitric acid, and in the second by sulphate 
of copper. It possesses a great advantage by having one of 
the best fluid conductors we are acquainted with ; for the 
nitrous acid formed during the action of the battery has 
been found by Dr. Faraday to possess this valuable property 
in a most eminent degree. Of course there are many other 
modes by which the same results may be obtained ; as, for in- 
stance, by using nitrate of silver, or the salts of gold, pal- 
ladium, and platinum, or by other oxygenated acids, as the 
iodic, chloric, and bromic. I have tried many other si^br 
stances upon this principle, but have not arrived at any new 
result, nor have found any arrangement superior for its power 
to that of Mr. Grove. 

A new substance, to be used in a similar, manner, has lately 
been brought before the Chemical Society, a society which pro- 
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mises to give a great impetus to chemistry in this country. It 
is the diehromate of potassa, a solution of which is placed on 
the negative side of the battery, whilst dilute sulphuric acid is 
used on the zinc side. Now the zinc is dissolved on the outer 
side of the battery by the dilute sulphuric acid, and the diehro- 
mate is decomposed at the negative end ; by which means, as 
in all diaphragm batteries, you incur a double expense with- 
out any advantage as to power, but with a slight sacrifice of 
space, and, in fact, by burning your candles at both ends. 
The ingenious application of this salt was first made known 
by Dr. Leeson.* Mr. Grovel's battery, charged with potash, 
instead of nitric acid, also forms a powerful instrument. 

(48.) In conducting a series of experiments on the ferrocy- 
anuret of potassium, having had firequent occasion for the use 
of a galvanic battery, I found that although the two last were 
admirably contrived instruments, yet that it was very de- 
sirable to possess one that could be set in action at a me- 
mentos notice, and with comparatively little trouble. It 
became thenceforth my endeavour to construct one that should 
require little or no labour in its employment, and this was 
followed by devising the Ghemico-mechanical battery. 

(49.) This battery, after I had minutely investigated every 
property which belongs to the metals of which batteries are 
constructed, was made upon noticing the property which rough 
surfaces possess, of evolving the hydrogen,' and smooth sur- 
faces, of favouring its adhesion. Thus, whatever metal we 
use for our negative plate, we take dare that it be roughened, 
either by a corrosive acid, as iron by sulphuric acid, copper 
and silver by nitric acid, or mechanically, by rubbing the 
sur&ce with sand-paper. Even by these means the metals 
are rendered much more efficient ; but, to take advantage of 
this principle to the ftdlest extent, I cover platinum with 
finely divided black powder of platinum, by galvanic meand; 

* A Daniell's battery, charged with diehromate of potassa, instead of 
sulphate of copper, forms a Leeson's battery. 
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that is, I place the platinum as the copper is placed in a 
Daniell'^s battery, but, instead of employing sulphate of copper 
in the outer vessel, I use a small quantity of nitro-muriate of 
platinum, so that the finely divided metal is thrown down on 
the sheet platinum previously roughened by sand-paper. In 
this way it was also placed on paUadium, silver (roughened 
by nitric acid), plated copper, iron of every sort, and on char- 
coal, with the same good result; but no other metal was 
found to answer for its reception. The metal generally em- 
ployed is silver, because of its cheapness and its not under- 
going any alteration. But whatever metal be used, the prin- 
ciple is the same, viz. the affording a surfisu^ to which the 
hydrogen shall not adhere, but from which it shall be evolved ; 
and the infinity of the points which are presented by such a 
surface as above described, appears to be the cause of this ex- 
cellent result. The preparation of the silver is now made a 
separate branch of a trade, and perhaps it is the first appli- 
cation of the decomposing power of the galvanic battery 
which was publicly sold. The platinized metal can now be 
bought ready for use ; but, for those who desire to perform 
this operation, a brief description is here added. 

(50.) The metal to be prepared should be of a thickness 
sufficient to carry the current of electricity, and should be 
roughened, either by sand-paper, as in the case of platinum or 
palladium, or, when silver is employed, by brushing it over 
with a little strong nitric acid, so that a frosted appearance 
is obtained. The silver is then, washed, and placed in a vessel 
with dilute sulphuric acid, to which a few drops of nitro- 
muriate of platinum are added. A porous tube is then placed 
in this vessel, with a few drops of diluted sulphuric acid ; 
into this the zinc is put. Contact being made, the platinum 
will in a few seconds be thrown down upon the surface of the 
silver, as a black metallic powder.^ The operation is now 
completed, and the platinized metal ready for use. How- 
ever, iron, When thus prepared, is as effectual as silver, and 
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may be sometimes employed with advantage. With this 
metal, all that is required is to rub a little nitro-muriate of 
platinum over it, and an immediate deposit of * the black 
powder takes place. Palladium and iridium are found nearly 
as effectual as platinum to coat other metals with, and the 
platinized silver of commerce usually possesses a considerable 
quantity of this latter metal. Within the last few months an 
idea has prevailed in the minds of some, that wire gauze 
might be used with advantage ; but it is difficult to conceive 
where the benefit would lie, for the cost of the material 
would be greater, the surface for the same weight of metal 
would be less, and neither space nor power gained by its 
adoption. 

(61.) The liquid generally adopted to excite this battery 
is a mixture of one part by measure of sulphuric acid, and 
seven of water, which will be found amply strong for all 
purposes. Where we desire greater intensity, we can obtain 
it by the addition of a few drops of nitric acid ; but, if too 
much be used, it might attack the silver. When, however, 
platinized platina is employed, the nitric acid may be used 
with impunity. The electro-metallurgist will frequently find 
it advisable to use dilute sulphuric acid, only containing from 
1-1 0th to the l-16th of the pure acid, and adding some acid 
when the first is exhausted; taking care, however, that the 
quantity of acid never exceed the l-4th of the original water, 
for any excess above that quantity will be useless, as the 
liquid will then become saturated with the sulphate of zinc 
(19). The zinc, acid, and water being severally required to 
excite the battery, it is possible to regulate them that they 
should all be exhausted at once, so that the zinc should neu- 
tralize the acid, and the resulting sulphate of zinc exactly 
saturate the water. This however may be very interest- 
ing in principle, but practically it would be impossible to act 
with such precision ; yet we must qever forget this fact when- 
ever we charge our batteries. 

£ 
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(62.) NameroaB inquirieB have been made as to what ar- 
rang^ement is best suited to this battery; but this mast depend 
upon the purpose for which it is employed. For the student's 
laboratory the porcelain trough of many cells appears to be 
best adapted ; and it is sometimes so constructed, that any 
number of cells can be employed, independently of the others, 
as they may be required. The silver being the most expensive 
metal, the zinc should completely surround it, so that the 
whole of the silver may be brought into action. Where a 



battery is required to continue in action for a very long time, 
as for days or even weeks, a larger vessel, to contain more di- 
lute acid, must be used : for electro- metallurgical purposes it has 
been hitherto found most economical to use a vessel of a size 
sufficient to hold liquid to last for seven or ten days. The 
form of battery now most universally employed for these pur- 
poses, consists of a piece of ^Iver (s), on the top of which is 
fixed a beam of wood (w) to prevent contact with the silver. 
A binding screw is soldered on to the silver to connect it to any 
Fie 4 required object. A strip of zinc, varying at the 

fancy of the operator (z) from one half to tlie 
entire width of the silver, is placed on each side 
of the wood, and both are held in their place 
by a binding screw (b) sufficiently wide to 
embrace the zincs and wood. These batteries 
vary from the size of a tumbler to a ten or 
twelve gallon vessel. In the very extensive 
application of this battery to the arts, the 
little pieces of zinc which remain undissolved 
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in tbe battery form an important consideration to the ina- 
nu&cturer. Some dietil the mercury from them, others sell 
tbem to the zinc works, whilst others have never turned them 
to any account at all, waiting patiently, in the hope that 
some more beneficial application of them might be diBCOvered. 
These latter have hundred-weights of odds and ends in 
hand which they are deairone to employ. After considering 
the matter carefully, I have to propose the following use for 
them ; in &ct, I make them the positive Fig. S. 

pole of a battery, by placing them at the 
bottom of a vessel and covering them with 
mercury. A silver wire is then placed 
down a glass tube into the quicksilver, so 
that the wire may nowhere tonch the 
dilute sulphuric acid, with which the 
vessel is filled, but simply make a good 
metallic communication with the mercury. At the other 
end of the wire a binding screw may be attached for the 
convenience of the operator. The platinized silver plate (s) 
is then to be immersed in the fluid, and placed as near to 
the mercury as possible, without actually being in con- 
tact, whilst no part of it should be more than three inches 
from it, as a eonsiderable reduction of power wonld then 
ensue. This form of battery may be fairly called the Odds 
and Ends Battery, and though not so philosophical an instru- 
ment in its construction as the form last described, yet no mar 
nofacturer should be without one to use up the scraps from 
his other batteries; and I must say this instrument requires 
less trouble in its manipulation than any other form I have 
ever seen. An odds and ends compound battery, which will 
only require a binding screw at each end, may be made by 
placing the mercury and zinc at the bottom of a many-celled 
porcelain trough ; the platinized silver should be cut into suit- 
able squares, leaving a narrow slip to connect it with the next 
cell. The strip must be placed in a glass tube, or covered with 
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aay non-eondociing sabstance, leaving the end only to dip in 
the mercury of the next cell. A aeries of little glasses may 
be used instead of the many-celled trough for some purposes. 
The only objection which I have fonnd in this form of com- 
pound battery, is the possibility of the zinc in one cell being 
completely exhausted, when the silver wire will begin to dis- 
solve ; in all other respects it is a deUghtftil instrument when 
you do not care about obtaining the maximum of power, and 
you can obtain the galvanic principle by this means at a lower 
cost than by any other way. The odds and ends battery is 
admirably adapted for gilding and plating, or it may be em- 
ployed for any operation that requires much time for its per- 
formance. The charge for this battery might contain one-third 
by measure of strong sulphuric acid, as the local action is 
very trifling ; but it is found more advisable not to employ 
the solution so strong, as, when nearly exhausted, the sul- 
phate of zinc will sometimes envelope the zinc and mercury, 
and prevent £Eui;her action before the top part of the liquid is 
folly saturated. An advantage of this instrument is, that 
spelter, or raw zinc, may be used instead of manufactured 
zinc, and that no mercury is wasted, as the whole is left after 
the solution of the zinc. 

(53«) When we desire to employ a battery for manu&c- 
turing purposes^ it might be as well in some cases to remove 
the sulphate of zinc as soon as formed, by means of a syphon 
tube passing to the bottom of the vessel, while fresh acid is 
continually supplied at the top ; but this is not generally neces- 
sary. For these purposes the battery should be so con- 
structed, that any of the zinc plates, when worn out, can be 
readily replaced. There are many other forms which may 
be adopted ; as the circular, with the zinc outside ; or it may 
be used as a tumbler battery. 

(64.) The characteristic of this battery is the great quan- 
tity of electricity produced, and its simplicity ; moreover, it 
requires but very little trouble in its manipulation. The zinc 
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seldom demands but one amalgamation, as that will generally 
last till the metal is all dissolved. It is very important to use 
for batteries zinc as pure as possible, for by that means the 
chance of local action is materially lessened. The manufac- 
turers of zinc plates have a trick which is very &tal to this 
metal, for they buy up the refiise or waste pieces which fre- 
quently contain solder, a composition of lead and tin, and melt 
them with the raw zinc. This mixture always tells its tale 
during the action of the battery, as a light spongy flocculent 
precipitate rises to the top of the liquid which is metallic tin, 
and when any particle touches the zinc a little local battery 
is formed, which causes great waste of metal. 

(55.) In using this battery it is important that no salt of 
copper, lead, or other base metal be dropped into the exciting 
fluid, as by that means the silver woidd become coated there- 
with ; the plain consequence being, that a surface of copper, 
instead of that of the finely divided platinum, is presented to 
the fluid. From a want of knowledge of this fact, in some 
who have used the battery, I have seen the negative metal 
covered with copper, which finally becoming oxidated ren- 
dered the platinum useless. When this takes place, it is best 
removed by immersing the plate in dilute sulphuric acid, to 
which a few drops of nitro-muriate of platinum should be pre- 
viously added ; by this process the baser metals are dissolved 
and metallic platinum thrown down. Some manufacturers 
prefer dipping the silver into a solution of this sort every 
week. In this battery the zinc is never reduced upon the 
negative metal, from the sulphate of zinc formed during the 
action of the battery, so long as the exciting fluid contains any 
acid at all. Other interesting matter connected with this sul>- 
ject will be detailed when treating of the reduction of zinc. 

(56.) Such is a brief view of the three batteries now in use : 
Professor DanielPs excellent invention being distinguished by 
its constancy ; Mr, Grove'^s powerftd battery, by its intensity; 
and my own, by the cheapness with which the quantity of 
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electricity may be developed, and by its simplicity. Neither 
of these can be regarded as a perfect galvanic battery, for 
each wants some of the properties of the others; it is to be 
hoped, therefore, that every attention will be given to the fur-* 
ther improvement of these valoable instruments, until the 
good properties of each are combined in one. Which of the 
three is at present to be preferred, mnst depend upon the pur- 
pose for which it is required ; and the choice must of course 
be left to the operator. For my own part, it affords me much 
pleasure to see that the platinized silver battery has Ailly an- 
swered the expectations which I formed of it ; or even, I may 
say, in its extensive application very far exceeded it, as the 
amount of work already actually performed by this instrument 
is much greater than the total amount done by all other bat^ 
teries ever since their first invention. By some it has been 
too much extolled, by others too much blamed. Notwith- 
standing the mis-statements on both sides, it has Ailly stood 
the test of time, and has been employed by the public in a 
manner which I had not even hoped. The reason they prefer 
it for general and especially for manu&cturing purposes ap- 
pears to be, that it does not require the use of porous tubes, 
nor of the strong acids, and that it does not give off poisonous 
fumes. It usually continues in active operation for six, eight, 
ten, or more days, when a sufficiency of acid is supplied to it< 
The zinc frequently demands but one amalgamation ; and the 
time required either for setting it in action, or for maintaining 
its operation, is comparatively not worth a thought ; and lastly, 
the expense of working it is reduced to the lowest possible 
amount, being exactly proportionate to the power obtained. 
With regard to the choice of the battery, it appears to me that 
he must be a clumsy operator who obtains the galvanic prin- 
ciple and cannot apply it ; therefore the whole subject under 
consideration may be summed up by ascertaining with what 
battery the greatest amount of the galvanic fluid can be oIh 
tained at the smallest cost, the least labour, and the greatest 
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convenience. These three batteries agree by being each excited 
by the action of zinc upon water, the formation of oxide of zinc, 
and its subsequent removal by the sulphuric acid forming a sul- 
phate of zinc: now, as this same salt is formed in each battery, 
the same quantity of water to dissolve the sulphate of zinc 
will be required to produce any amount of work, and there- 
fore, whether Grove's, DanielFs, or my own battery be em- 
ployed, the same sized vessel must be employed ; proving the 
faUacy of attempting to obtain a battery where sulphate of 
zinc is formed in a small compass. In Grovel's and DanielFs 
battery, however, if the diaphragm be of a nature that pre- 
cludes the firee passage of the zinc to the side of the platinum 
or copper, then will the amount of action depend upon the 
capacity of the vessel in which the zinc is immediately placed, 
and in that case a much larger vessel will be required for 
theirs than for mine. 

(57.) Perhaps I may be expected to give an approximation 
to the relative cost of working the three batteries. ^ In mine 
it is the cost of the zinc dissolved by the acid : zinc + acid + 
a local action. In the constant battery it is zinc + acid + 
sulphate of copper + much local action. Each cell of this, to 
do any given amount of work, would cost about twice as 
much as mine. In Grove's battery it is zinc + acid + nitric 
acid reduced by the hydrogen + nitric acid conabined with 
ammonia formed during the action of the battery -f extensive 
waste of the zinc = about three times as much as mine. 

(58.) The construction of all the various forms of galvanic 
batteries has now been considered, and the principles also on 
which the peculiarities of each are founded have been briefly 
explained ; though, if this important branch of our subject 
were to be alone discussed at a length proportionate to its 
^alue, this volume would not be sufficient for the interesting 
and important matter relating to it. 
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CHAPTER II. 

ON THE PROPERTIES OF GALVANIC BATTERIES. 

Signs of a Battery in action, 59. Harris's galvanometer, 60. Spark, 61. 
Voltaic electricity charges in Leyden jar, 62. Physiological effects, 63. 
Magnetism, 64 — 68. Galvanometers, 68 — 70. Horseshoe temporary 
magnet, 71 — 73. Decomposition cell, voltameters, poles, 74 — 84. 
Laws of voltaic decomposition, 85, 86. Table of chemical equivalents, 
87. Fluidity necessary to decomposition, 88. Conduction of fluids 
associated with decomposition, 88 — ^90. Intensity necessary for decom- 
positions, 91. Electrolysis ; Electro-chemical decomposition, 92 — 98. 
Daniell's theory, 99. State of the fluid during decomposition, 101. 
Effect of heat upon fluids, 102. Curious induction, 103. 

(59.) After describing the various forms of the galvanic 
battery, we are led to consider the effects which they produce; 
for these are called the galvanic effects, and the theoretical 
principle which causes them is termed galvanism. 

The sign of a battery in action, is the change going on in 
each cell of the battery itself. In DanielFs battery it is 
evinced by a deposit of copper on the negative metal ; in 
Grove'^s battery, by the evolution of nitrous fumes; and in 
mine, by an evolution of hydrogen. These several actions 
mark exactly the quantity of current passing; but in the two 
former batteries no accurate measure can be readily made, 
although in the latter the hydrogen may be collected in one 
of the cells by means of a glasa jar, and the quantity thus 
exactly ascertained. 

This property in my battery is of extreme value to the me- 
chanic and experimentalist, for he can tell at once by the 
hissing of the hydrogen, whether the connections are all cor- 
rectly made, and what amount of current is passing; a fact 
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of no small importance when used by the electro-metal- 
lurgist. 

(60.) The next phenomenon which a battery displays is the 
power of heating conducting substances according to the 
amount of current which is actually passing, and the resist- 
ance which they afford to its passage ; and by this the most 
infusible metals, as platinum, palladium, gold, copper, iron and 
steel, may be instantaneously melted. The size of the wires 
melted will depend upon the quantity of electricity developed, 
while the length will depend upon the intensity of the current. 
Mr. Snow Harris has ingeniously taken advantage of this pro- 
perty to make an instrument for measuring the voltaic current. 
It consists of a fine wire passed through a delicate air thermo- 
meter, and the expansion of air shows the degree to which the 
wire is heated. This instrument is a valueless test, unless 
both thick and thin wires be used in two experiments, for 
otherwise but one property of the battery is estimated. 

Conducting liquids may be heJated in a similar manner. 
This feet may be seen in a great variety of ways; dilute 
sulphuric acid may be made to boil in a syphon connect- 
ing two vessels in which the poles of an extensive series of 
batteries are placed. Another mode of showing the same 
&ct is to take a piece of string and moisten it with acid, 
and connect the extremities with the poles of a series of 
galvanic batteries, when it will begin to smoke and become 
charred from the heat produced. The same &.ct may be 
shown by drawing a fine tube to a capillary point, which is to 
be filled with dilute acid, and placed in a glass of the same 
fluid. An electrode of an intense galvanic battery is then to 
be placed in each vessel, when bubbles, probably of steam, will 
be found at the capillary opening, causing a series of little re^ 
ports, which may be heard distinctly at a distance of seventy 
or eighty feet. 

(61.) The next property which a battery displays, is its 
power of igniting metallic or charcoal points, when joined to 
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the two ends of the battery, and held so that they barely 
touch ; a light is then exhibited equal in brilliancy to that of a 
little sun. This has been called the spark, and much contro- 
versy has taken place among the learned as to the distance at 
which the spark will pass. Some have asserted that it will pass 
through some distance ; Jacobi, however, considered the dis- 
tance to be extremely small ; but Mr. Grassiot, with that 
liberality of spirit which alone is a sure test of a man'^s de- 
votion to science, fitted up 100 series of Professor Danieirs 
largest batteries, but with them by the most delicate micro- 
meter he could not discover that the spark would pass at 
any appreciable distance ; on the contrary, this large battery 
would remain quite inert if the poles were separated by the 
distance of the thinnest film of paper. In a late number of 
the Philosophical Magazine Mr. Crosse has revived the in- 
quiry by stating that by a very extensive series of water 
batteries in his own possession he has succeeded in ob* 
taining the spark at a short distance. He proposes to en- 
large his battery to 1000 cells, in order folly to determine 
this point. Since that period the experiment has been tried 
with 100 cells of Grove''s battery, belonging to Mr. Gassiot ; 
but the spark was not found to pass through the smallest 
interval, although a most brilliant arc of flame was obtained 
after the poles were connected and then withdrawn. 

The spark seems principally to depend upon a combustion 
of fine particles of metal, and, when charcoal or hard gas coke 
is used, upon little points of it flj^ng from one pole to another, 
so that one pole wastes away, and the other increases^ till the 
flame becomes quite encased in a mass of carbonaceous mat- 
ter. This has always been a serious obstacle to the adapta- 
tion of this brilliant arc of flame to practical purposes. The 
phenomenon of the spark requires a series for its production : 
and a number of Grove's batteries is best suited for this pur- 
pose. This arc of flame is singularly repelled or attracted by 
a magnet held in its vicinity. 
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(62.) The next property evinced by the galvanic battery is 
its power of charging a Leyden Jar ; but this is a property of 
little importance, and requires an extensive series of batteries 
to be used to effect this object. 

(63.) Depending upon the same causes as the last, is the 
shock, which is a convulsive twitching in the muscles from 
the intensity of the battery. This singular effect requires 
generally a series- It is felt only when contact is either made 
or broken ; but if a cut exists in the finger, a small series will 
illustrate this property- 

When we desire to exhibit the effect of the shock upon a 
^ead animal, a pin ought to be run through the skin at the 
head, and another at its hind leg ; every time the poles of a 
battery are connected or disconnected with these, strong con- 
vulsions will take place. If the upper lip be touched with 
a piece of zinc, and the under part of the tongue with a piece 
of platinum, or vice versa, a flash of Ught will be perceived 
when they are connected, whether the eyelids be open or 
closed. No explanation can be given of this singular circum- 
stance* All these phenomena are termed the physiological 
effects. 

(64.) A galvanic battery has the power of producing cer- 
tain effects which are called magnetic effects, and the sup* 
posed principle of magnetism. To describe the term mag- 
netism would be impossible, like galvanism, or electricity, 
because we are only cognizant of it by its properties. There 
are but two metals capable of being magnetic, and these are 
nickel and iron. The identity of magnetism and electricity 
has, like all other branches of philosophy, received many im- 
portant additions from the indefatigable Faraday ; but, al- 
though magnetism is fraught with interest, it will be foreign 
to the purpose of this work to enter farther into its important 
details than to illustrate the effects of galvanism. 

(65.) The voltaic current, passing at right angles to a 
piece of iron, from which it is separated by any non-conduct- 
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ing Bubstance, induces in it the properties wliich are tenned 
magnetic ; for, if another piece of iron be now held to it, it 
will be attracted. The more frequently the same current 
passes round the iron, the greater will be the power ; and for 
this purpose it is usual to twist wire covered either with silk 
or cotton round the iron, in order that the same current may 
pass at right angles a great number of times. When the 
current ceases, ffom the connection with the battery being 
broken, a difference according to the nature of the iron is 
observed ; for, if it be the pure malleable soft iron, all mag- 
netism immediately ceases ; hence iron so situated is termed 
a temporary magnet : but, if hard steel is used for the experi- 
ment, the magnetism indeed is not so powerM, but it con- 
tinues for a very long period ; hence in this state it is called a 
permanent magnet. 

(66.) A permanent magnet, if suspended in such a way 
that it can vibrate, has one of its poles turned to the north 
pole of the earth, the other to the south pole ; but, if a gal- 
vanic current be passed round this permanent magnet in the 
direction of its axis, the magnet will be instantly deflected at 
right angles from the current, and upon this principle an in- 
strument has been constructed called the galvanometer. 

(67.) The direction in which the needle is deflected is best 
remembered by a little device which Professor Daniell de- 
scribes in his lectures ; for by supposing that we ourselves are 
the conducting wires, and the electric current passes from our 
head to our heels while we are looking at the magnet, the 
north pole will be turned to our right hand. This ingenious 
device is applicable to every position, provided we are either 
above or underneath the plane of the needle. 



(68.) Galvanometers are differently constructed, according 
to the delicacy of the experiments for which they are re- 
quired. In general it is sufficient to use a needle centred as 
if it were to be used for a mariner''s compass, and a long co- 
vered wire is to be passed alternately over and under it in the 
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direction of the long axis. The two ends of the wire may be 
connected to mercury cups, to afford a ready means to unite 
them with the poles of the battery. 

(69.) A much more delicate form of galvanometer is con- 
structed by using two needles, so suspended that the north 
pole of one is over the south pole of the other. 

The polarities are thus neutralized, and no longer under 
the influence of the earth^s magnetism. In this state they 
are called astatic, and are generally suspended by the finest 
fibre of silk, so that the slightest voltaic current will act upon 
them. 

It is advisable to allow one needle to have a slight prepon- 
derance, in order that the long vibration may not be trouble- 
some. An instrument like this is only necessary for the most 
minute experiments. 

(70.) Another form is termed the tortion galvanometer, be- 
cause a resistance is afforded by the twisting of an elastic 
substance. By this we are enabled to appreciate differences 
in slight currents. 

(71.) However useftd the instrument may be for all small 
currents, large quantities of electricity are seldom measured 
by magnetic effects ; but I believe that the right use of the 
magnet is a very important addition to our instruments for 
measuring galvanic currents. To estimate the quantity of 
electricity in any voltaic current, a piece of soft iron is to be 
bent in the form of a horseshoe, and a good sized covered cop- 
per wire is to be wound round it, the two ends being left 
&ee for connection with the battery. A piece of soft iron 
with a hook attached to it is to be used for the keeper, and 
the weight which this sustains indicates the amount of elec- 
tricity. 

This instrument is only valuable for comparative experi- 
ments, as different results will always be obtained by different 
magnets, because the quality of iron is found materially to 
influence the results; but if the same magnet be used, and 
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the wire of gafficient dimensions and of moderate length, 
there will be scarcely any appreciable resistance offered to 
the current ; and the relative quantity of electricity evolyed, 
independently of its intensity, can be accurately ascertained. 

(72.) Temporary magnets are too frequently made with 
very thin covered wire, and even great lengths employed. 
Now, in this case, the amount of magnetism induced by any 
current ceases to be an exact measure of the quantity of. elec- 
tricity passing, because intensity is required to overcome the 
resistance afforded to the passage of the current from the 
wires; and it is from this cause that electro-magnetic en- 
gines, possessing, as they do, several magnets, and very often 
thin wires, require several cells before the current freely 
passes. 

(73.) To give a comparative estimate of the value of this 
test of the quantity of electricity evolved, and of that whereby 
the power is estimated by decomposition, perhaps is premar 
ture, till the latter mode is ftdly entered into ; but as the mag- 
net requires but little intensity, or affords but little resistance 
to the passage of the galvanic fluid, and that entirely depend- 
ing upon the size of the wires, it is apparent that one cell of 
each combination, or form of battery, will suffice for the expe- 
riment : if, however, the decomposition of water be taken as 
the test, a sufficient number of cells must be employed to 
overcome the resistance ; and thus, if many combinations are 
made the subject of experiment, it will be attended with great 
inconvenience. 

(74.) If the various effects which have been already de- 
scribed are fraught with interest and mysterious obscurity, 
how much more is the property, which the battery possesses, 
of decomposing various substances, and of overcoming the 
most powerful affinities by which bodies are united ! To this 
part of the subject we are again indebted to the labours of 
which the Boyal Institution has been the principal seat, and 
Sir Humphrey Davy and Faraday the authors, though 
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Daniell and many others have been by no means behindhand 
in the field of inquiry. 

(75.) The decomposing cell is to be reckoned as one of the 
cells of the battery, with variation in the metals and solution 
for the purposes of experiment. Formerly the size of the 
plates of this cell was reckoned but of little importance, mere 
wires were employed; but now the plates are made much 
larger. This fact has been particularly insisted upon by Mr. 
Grove, and certainly it is a circumstance to be fully attended 
to. Throughout this work abundant instances occur of the 
importance of the size of the plates, poles, or electrodes in the 
decomposition trough, for there is not a single electro-metal- 
lurgical operation which may not be materially influenced by 
either varying the size of both poles, or by diminishing or re- 
versing their relatiye surface. In some cases, indeed, where 
there is such a powerfiil resistance afforded by the evolution of 
the oxygen at the positive pole, this effect is not manifest ; but 
even in that case, if it be reduced to a fine wire, I have seen 
a battery, capable of evolving 30 cubic inches of gas in five 
minutes, not able to evolve from the diminished surface 
scarcely one cubic inch in the same period. When a metal is 
used capable of combining with the oxygen, as silver or 
copper, then the size of the poles make important alterations, 
even if large plates are employed. We shall hereafter see 
that in the reduction of every metal these properties must not 
only be remembered, but acted upon, if we wish to perforn^ 
our operations with success. 

(76.) There are many forms of the decomposition cell which 
are usefiil, according to the purpose for which it is wanted. 
The simplest is the V-shaped tube, which is nothing but a 
glass tube bent in the shape of the letter from which it 
derives its name. A little strip of platinum is to be placed 
in either part with the fluid, and these are to be connected, 
one with the negative, the other with the opposite pole of the 
battery. 
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(77.) The next form was devised by Professor Faraday, 
and is adapted to measure the qnantity of gas gnen off when 
Fig. 6. water is decomposed. To this he gave 

the name of voltameter, as indicating the 
amount of electricity passing. Of this 
form there are many varieties, differing as 
a small or large quantity of gas is required 
to he measured. In the former case, two 
pieces of platintmi are fixed about a quarter 
of an inch apart, and a tube, graduated to 
cubic inches, is supported over these poles 
so that the gas may be collected. Some- 
times two tabes are employed, one over 
each pole, the object of which is to collect 
separately whatever may be evolved. In other cases, where 
large quantities have to be estimated, a bent tube passes 
from the top of the apparatus to a graduated jar placed 
in a pneumatic trough. Where great accuracy ie reqaired 
in the measure of the gas or gases evolved, they must 
be corrected hygrometrically, thermometrically, and barome- 
trically, but this nicety would only be required for most 
delicate experiments. This instrument is made more com- 
plicated when the operator is desirous of investigating the 
changes which take place in the solution ; for then porous 
tubes of earthenware, bladder, &c. are used to separate the 
poles, and to prevent the solution on one side pasidng freely to 
the other. Subatances requiring heat to bring them into a 
state fit for decomposition are generally placed in a tube 
containing two fine platinum wires, which serve as poles 
Fig. 7. when connected to the battery. A very 

useful form of decomposition apparatus is 
a glass tumbler (t) cut in half, and the edges 
groand smooth: between these any dia- 
phragm (d) can be placed, as the two halves 
are kept firmly together and water-tight, 
by a brass band surrounding them (b). 
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(78.) Having described the usual apparatus to effect de- 
composition, we have seen that in every case they have in 
common two pieces of metal, separated from each other, but 
capable of being connected to either extremity of the battery. 
These pieces of metal have the mysterious and incompre- 
hensible names of poles ; one of which may be considered 
as holding the place of the negative metal, and is called the 
electro-negative pole ; and the other, the electro-positive pole. 

(79.) However, Dr. Faraday, disapproving of the name of 
poles, has called the electro-negative the cathode; and Pro- 
fessor Daniell, disapproving of both, has called it the pla- 
tinode. These three terms, the electro-negative, cathode, and 
platinode, are synonymous, and are given to that pole which 
would have been the metal unacted upon, had it been in an 
ordinary cell of the battery. The opposite pole holds the 
same place in the decomposition cell as zinc in the ordinary 

■ 

battery, and technically has the name of the electro-positive, 
anode, or zincode of the battery. 

Dr. Faraday has described the poles as the passages or 
doors by which the electricity enters into, or passes out of, the 
solution suffering decomposition. On this account he has 
given the term of electrodes. Good conductors are the best 
adapted for poles, and for this reason metals are generally 
employed ; but poles of water, and even of air, have served 
this office. 

(80.) The metal employed for Faraday^s voltameters should 
undergo no change, either from the solution in which it is 
placed, or from the elements which may be evolved at its sur- 
face ; and in this respect platinum answers above every other 
substance, for almost all other metals are liable to be oxidized, 
or even dissolved. 

(81.) The greatest confrision has arisen by not considering 
the decomposition cell as one of the cells of the battery, but 
referring the effects to the plate of the battery to which the 
pole is connected. The reason of this is obvious ; for, when 

G 
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the tenninal plates of a battery are connected with a wire, the 
circuit is completed, and the platinum of the battery is the 
platinode, electro-negative, or cathode of the battery. When 
the circuit is completed by a liquid to be decomposed, the 
effect is no longer to be attributed to the terminal plates of 
the battery, but to the plates in the decomposition cell with 
which they alternate ; so that, as the free zinc of the battery 
is connected with the platinum of the decomposition cell, the 
name must not be given from the zinc of the battery, but 
from the platinum of the decomposition cell ; and, therefore, 
it is the platinode of the battery. The converse of this ap- 
plies to the extreme platinum of the battery ; for, as the pla- 
tinum in the decomposition cell with which it is connected 
holds the place of the zinc in the other cells, the platinum 
being substituted for zinc, to cause the evolution of the oxy- 
gen and to prevent its combination, the name must be given 
to the platinum in the decomposition cell, which is there hold- 
ing the place of the zinc, and not to the terminal plate of the 
battery ; it therefore is the zincode, electro-positive, or anode 
of the battery. Some have given a different exfdanation of 
this alteration of the poles, when the circuit is completed by 
a solution to be decomposed, instead of metallic wires ; they 
suppose that the two terminal plates in a compound battery 
hold no farther place than that of carrying the current ; but 
this will not bear the test of inquiry. 

(82.) We have now seen that the decomposition cell, or 
decomposing apparatus, is nothing but one of the cells of the 
battery varied for the purpose of experiment ; it necessarily 
follows the law, that in every cell there is a similar amount of 
chemical action. The measure of electricity by the chemical 
action may be made in any other cell in a great variety of 
other ways, such as by ascertaining the amount of the reduc- 
tion of any metal at the negative pole, or the solution of a 
metal at the positive pole ; for, wherever it is made, it will in- 
dicate exactly the action taking place. To Faraday these 
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important facts are due, which, perhaps, have given us a 
greater insight into the properties of the galvanic fluid than 
any other series of inquiries. 

(83.) Of the value of the decomposition apparatus, or 
voltameter, it is necessary particularly to take notice. As 
&r as the amount of chemical action actually passing is con^ 
eemed, the voltameter is a most valuable test, being infallible. 
But if we are desirous of comparing the amount of electricity 
capable of being generated by combinations of difierent me- 
tals, or the effects which are produced by differences of 
arrangement, or the resistance which various substances offer 
to the passage of the current ; then it must be recollected, 
that, if two platinum poles are employed, a strong resistance 
is offered to the passage of the current by the positive pla- 
tinum pole, which would materially interfere with the ac* 
curacy of the result, unless that be overcome. In fact, the 
voltameter is an accurate test of what electricity actually 
passes in a galvanic circuit, but it does not at all indicate what 
might pass. A want of application of these facts has led 
many distinguished scientific chemists into singular blunders, 
and many circumstances have not been appreciated which 
would otherwise have been noticed. 

(84.) A far better voltameter can be constructed by using 
one of the cells of the platinized silver battery, and collecting 
the gas evolved from the negative plate. This apparatus 
would offer but little resistance to the passage of the elec- 
tricity, and would thus give more accurate results; but it has 
the disadvantage of itself generating electricity, thereby in- 
creasing the power. Practically, it is exceedingly difficult to 
compare exactly the power of any two batteries or combina- 
tions ; for there are such a number of resistances in the gal- 
vanic circuit, and these vary with every battery, that it 
becomes quite a complicated mathematical problem to analyse 
the precise relative power of galvanic batteries* My battery 
voltameter is constructed in the following way : A bell-glass is 
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y«- 8. procnied with a bent j^ase tube 

ground into the upper part to allow 
the gas to pass off to the pneumatic 
trough to be collected (a). In the 
bell-glass a piece of platinized silver 
is placed, which is connected by 
means of a piece of silver wire nm- 
ning through the glass to a binding 
screw outside the g^ass. The whole 
of the apparatus is plnnged into 
another glass filled with dilate sul- 
phoric acid, at the bottom of which is mercury and pieces of 
waste zinc ; a alver wire connects this to another binding 
screw, to finish the connection when the apparatus is ready 
for use. This instmment is extremely valuable when we 
dedre to measure the work done with a single battery, for it 
makes not only a voltameter, but the battery itself. When 
we are compelled to make an experiment with extreme ac- 
curacy, we might vary the apparatus a little, so that the hy- 
drogen arising from any trifling action on the zinc may not be 
collected along with that obtained from the voltaic iecauk- 
position. The zinc in that case should be placed exterior to 
the inner vessel. 

(85.) When we state that the action in each cell is alike, it 
is not meant that the same weight of metal or salt would be 
decomposed in each cell, but that one equivalent of some sub- 
stance is decomposed in each cell : thus, for one grain of 
hydrogen liberated in one cell, 36 gr^ns of chlorine would 
be hberated in a second, 96 grains of platinum in a third, 
and 200 of gold in a fourth, because these are the chemical 
equivalents, or combining numbers, of each of these sepiwate 



(86.) The very term chemical equivalent seems to mark 
that it relates to something not very intelligible, and unfor- 
tunately that is found to be too correct, for this doctrine is 
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found by all beginners to be exceedingly difficult. However, 
by granting one supposition, the whole mystery is cleared up ; 
for let us fancy that every elementary body is capable of being 
subdivided into ultimate atoms, and that the atoms of these 
are of different sizes and different weights, it will then be 
apparent that, if we group these atoms together to form any 
compound, we shall require different weights. Thus, if we 
combine gold with hydrogen, '200 grains of the first would 
take only one grain of the last, and yet there would be but 
one atom of each ; or if one grain of hydrogen is liberated in 
the battery, 200 grains of gold would be deposited in the de* 
composition cell. 

' (87.) The following is a table of the equivalents of the sub- 
stances which we shall have to speak of in this work ; for 
our present purpose we may consider them as the weight of 
the primitive atoms. Thus, if we are able to ascertain the 
weight of zinc dissolved, of hydrogen evolved, or of the metal 
reduced, we shall be enabled to ascertain either of the other 
cases, or how much, either in weight or bulk, of any other 
substance would have been under the same circumstances 
thrown down : — 

Equivalent, by weight. 

Hydrogen 1 

Oxygen 8 

Chlorine 36 

Potassium 40 

Sulphur 16 

Zinc 

Lead 

Tin 

Iron 

Copper .... 
Gold 



32 

104 

68 

28 

32 

200 

Platinum 96 

Palladium 54 



Equivalent, by weight. 


Silver .... 


. . 110 


Nickel .... 


. . 28 


Chloride platinum 


. . 132 


Chloride gold . . 


. . 308 


Sulphate copper . , 


. . 125 


Nitrate copper, anhyc 


Irons 94 


Sulphate zinc , . . 


. . 143 


Sulphate iron . . . 


. 139 


Nitrate silver . . . 


. . 170 


Sulphuric acid . , 


. 40 


Nitric acid .... 


. 54 


Muriatic acid . . . 


. 37 


Ammonia .... 


. 17 
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As 100 cubic inches of hydrogen weigh 2 grains and l-lOth, 
it follows that, for every 47 cubic inches of gas evolved from 
my battery, 82 grains of copper, 96 of platinum, and 200 of 
gold, would be reduced ; and the equivalent of every other 
substance would show in grains the quantity thrown down. 
I shall frequently use the term ^' an equivalent of gsdvanic 
power," by which is meant that amount of power which 
is necessary to cause the evolution of one grain of hydrogen^ 
200 of gold, &c. ; therefore, whenever I use that expression, 
the grain will be taken as the standard, and it will be as- 
sumed that 47 cubic inches of hydrogen are evolved from my 
battery. 

(88.) Next to the form of apparatus for decomposition, a 
description of the laws by which they are influenced follows 
as a natural sequence, and these have been fully investigated 
by the labours of Dr. Faraday. All bodies must be in a 
pecuUar state to suffer decomposition, for no soUds can be 
thus acted upon. When fused by heat they very readily 
give up these elements ; as, for example, chloride of silver, 
which is decomposed by a single cell of zinc and platinum, 
excited by dilute sulphuric acid, though no voltaic power will 
separate them in the solid form. 

There are apparent exceptions to this law, as the decom- 
position of sulphate of lime and baryta with the addition of 
water ; yet the first of these is imdoubtedly moderately soluble. 
The same perhaps cannot be said of the latter, though pro- 
bably a little dissolves which is decomposed, and thus the 
fluid not being saturated dissolves more, and this is repeated 
till the whole is dissolved. 

(89.) No fluid will be decomposed unless it be a conductor : 
thus pure water, which is a very bad conductor, does not 
yield up its elements ; whilst if acid^ or alkalies be added to 
it, then it becomes a very excellent conductor, and is easily 
decomposed. Water may also be made a good conductor by 
the neutral salts. 
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As a general rule, fluids will not conduct an electric cur- 
rent without suffering decomposition ; and for this cause, as 
soon as water is made a good conductor, it is decomposed, 
and the water does not conduct more electricity than is to be 
accounted for by the decomposition. 

(90.) Some fluids, however, of good conducting power, may 
have a current of less intensity than is required for the de- 
composition passed through them ; therefore these two laws, 
both developed by Faraday, are not exactly the converse of 
each other. Examples of the exception to the second are to 
be found in chloride of lead or Aised nitre, which conduct 
feeble currents without decomposition. 

(91.) A certain intensity is necessary to eflect all decom- 
positions, and this differs with different substances, according 
to the resistance they offer to the passage of the galvanic 
fluid ; thus, a solution of iodide of potassium, or fused chlo- 
ride of silver, yields to a single battery, whilst dilutie sul- 
phuric acid and other substances require more intensity to 
effect the same object. 

The following, upon the authority of Faraday, is a short 
list of substances in the order in which they most readily 
^ve up their elements : — 

Iodide of potassium, solution. 

Chloride of silver, fused. 

Proto-chloride of tin, do. 

Chloride of lead, do. 

Iodide of lead, do. 

Muriatic acid. 

Water, acidulated with sulphuric acid. 
(92.) Some bodies suffer decomposition directly, as the con- 
sequence of the voltaic force passing ; as water, which gives 
up its elements, hydrogen and oxygen, solely from the electric 
currents. To this Dr. Faraday has given the term electro- 
lysis, because the elements appear to be rent from their com- 
bination directly by the voltaic force, in contra-distinction to 
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another important property, which will be hereafter men- 
tioned. The elements which are decomposed he has called 
ions; thej are not both eyolyed at one pole, but one at the 
electro-positive, anode, or zincode, while the other is given off 
at the electro-negative, cathode, or platinode of the battery. 
Those which pass to the first pole are called anions ; those to 
the second, cathions. 

(93.) The poles, or electrodes, have no attraction for ele- 
mentary bodies as long as they are in a simple state, for 
bodies must be in combination to be affected by the voltaic 
current. Upon this account, a simple solution of chlorine, 
bromine, &c. does not give up these substances to either 
electrode. 

(94.) Those bodies capable of suffering decomposition must 
contain one equivalent of each element, that is, composed of 
one of the hypothetical atoms, which have been previously 
mentioned (87) ; and to this general law but a single ex- 
ception can be found in the periodide of mercury, which, 
however, is so unstable a compound, that the slightest ex- 
posure to light will cause its decomposition, which alone 
would be calculated to throw doubt on the validity of the 
experiment. 

Sulphuric acid and phosphoric acids are not themselves 
electrolytes, that is, they do not directly yield their elements 
to the force of the battery, because they consist of one 
equivalent of phosphorus or sulphur to three of oxygen. 

(95.) It is not necessary that a substance should be directly 
composed of elements to enable it to pass to the electrodes or 
poles ; or, in other words, bodies composed of compound sub- 
stances are ions, as well as those composed of simple sub- 
stances : thus, sulphuric acid, phosphoric acid, arsenic acid, 
and other acids are ions to the electro-positive pole, or 
anode ; while protoxides generally, ammonia, potassa, and 
many other substances, are ions to the opposite pole. The 
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following is a list of simple and compound ions given by 
Dr. Faraday: — 

Anions : 
Oxygen, Fluorine, Selenium, 

Chlorine, Cyanogen, Sulphocyanogen, 

Iodine, Sulphur, Acids, 

Bromine, 

Oathions : 
Hydrogen, Alkalies, 

All the metals, Vegito alkalies, as 

Metallic oxides, morphia, &c. 

The earths, 
(96.) The same substance, under different circumstances, 
will be evolved at 'different electrodes ; as at one time it may 
take the part of a base, at another it will perform the func- 
tion of an acid. A familiar example of this is afforded in the 
oxide of copper ; for when combined with sulphuric, nitric, 
muriatic, or any other acid, it is evolved at the negative pole, 
or cathode ; whilst, when in combination with ammonia, it 
acts the part of an acid, and is evolved at the anode or 
positive pole, 

(97.) If we find a body at the pole of a battery, it is by 
no means certain that it has passed by direct decomposition 
of the voltaic current ; because, if the compound of which it 
formed a part, was dissolved in water, the elements of the 
latter being set free, often act in an important way to 
form new combinations, which result from the secondary 
effects ; thus an aqueous solution of a metallic salt, for in-» 
stance, copper being subjected to a voltaic current, has hy- 
drogen presented at the cathode, and oxygen at the anode. 
But at the same time this change is taking place, oxide of cop-r 
per is passing to the cathode, and sulphuric acid to the anode. 
The hydrogen seizes upon the oxygen of the oxide of copper, 
and forms water, whilst the metallic copper is thrown down 
on the electrode or pole, not by direct voltaic action, but as a 

H 
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secondary effect, attributable to the hydrogen. Sometimes 
the elements will combine with the poles or electrodes, form- 
ing new combinations ; thus, if the poles be easily oxydated, 
the oxygen will form an oxide, and, in the same way, if any 
other substance be presented to the gases for which they have 
strong affinity, a similar combination will take place. Hence 
this class of effects, which are far more numerous than elec- 
trolytical effects, are called secondary, or electro-chemical 
decompositions. Sometimes these secondary results are most 
complicated, and perhaps none more so than the extraordinary 
one which I have described to take place with the oxygen, 
on the common yellow ferrocyanate of potash; as this, by 
combining with a portion of the potassium of the ferrocyanate, 
gives rise to a totally new definite salt,* whilst the potash so 
formed is carried away from the sphere of action. 

(98.) The secondary effects of oxygen and hydrogen have 
been proved by numerous well-devised experiments, but still 
no positive demonstration was obtained, that the hydrogen 
evolved from the decomposition of water, would reduce the 
metals with the voltaic current. However, whilst experiment- 
ing on the non-metallic elementary bodies, the porous cokes 
and charcoal were observed to retain a portion of gas, after 
they had formed either the negative or positive pole of the 
battery .•(• When those which had been made the negative 
pole were afterwards plunged into a solution of sulphate of 
copper, they became immediately coated with the metal, add- 
ing positive confirmation to inductive reasoning. Coke charged 
with hydrogen retains this curious property for many days. 

(99.) Professor Daniell, in a paper read before the Royal 
Society last spring, has given an entirely new view, as to the 
mode in which the metallic salts are sometimes decomposed. 
The professor found if a solution of a metallic salt was placed 
in a vessel, over which a piece of membrane was tied, and 
that inserted into another containing a solution of caustic 

• Philosophical Magazine for September, 1840. 
f Philosophical Magazine for May, 1840. 
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potash or soda, bo that the membrane formed a sort of dia- 
phragm between the two solutions, and then if the poles 
of a compound galvanic battery were placed into the two 
solutions, the positive into the metallic solution and the 
negative into the alkaline solution, that the metal of the 
first solution was deposited on the bladder. This is an expe- 
riment easy to repeat with several solutions, especially silver^ 
mercury, and copper, though with gold and platinum the 
same result does not appear to take place. If acids or neu- 
tral salts be employed, instead of the alkaline solutions, I 
have never seen metal deposited on the bladder. When the 
alkaline solutions are used and the metal is precipitated, gas 
is always evolved from the membrane. In these cases a 
question might be raised whether the membrane between the 
two solutions might not become polar similar to interposed 
wires. Mr. Daniell supposes that in this experiment the 
acid and oxygen pass one way, and the metal the other. 
From these considerations he has given a new view of the 
composition of the salts : thus, sulphate of copper, instead of 
consisting of sulphuric acid + oxide of copper is supposed to 
be constituted of (sulphuric acid + oxygen) -h copper. The 
two first elements, as they are considered to be in combina- 
tion, are called oxysulphion, and the salt oxysulphion of 
copper. In the same way, the radicle of the nitrates is called 
oxynitrion — of the carbonates, oxycarbion — of the oxalates, 
oxalion — of sulphovinates, sulphovinion. 

In the same paper, another important fact is detailed ; 
which is, the property the electric current possesses, of de- 
composing two substances in the same solution ; thus, both a 
metallic salt and acidulated water may be decomposed at the 
same time, the current dividing itself between them. 

(100.) We have now seen that substances may be decom- 
posed in two ways, either from directly yielding their ele- 
ments to the voltaic current, when the compound consists of 
single equivalents, which is termed electrolysis, or, by a se- 
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eondary action which occurs oftentimes; as a result of a new 
decomposition by or combination of the elements of the first 
substance decomposed, upon a second substance within the 
sphere, which secondary action is termed by Dr. Faraday 
Electro-Chemical Decomposition. 

(101.) The fluid between the electrodes, whilst decompo- 
sition is taking place, apparently has no change; that is, 
the effects of the decomposition are only manifested at the 
poles ; thus, if sulphate of copper be electrolysed, sulphuric 
acid passes one way, oxide of copper another ; yet neither 
acid nor oxide can be found in any part intervening* These 
experiments are best conducted in a long flat vessel with two 
porous plates which divide it into three departments, of 
which the two exterior receive the electrodes. 

(102.) The temperature at which the solution to be decom^ 
posed is kept, materially interferes with its conducting power ; 
a fluid which is a good conductor at ordinary temperatures, 
will scarcely admit the passage of the galvanic fluid at the 
freezing point, whilst at the boiling point a passage will be 
afforded with the greatest readiness. It becomes, therefore^ 
a very important matter to keep solutions at a high tempe- 
rature, when we are desirous of effecting much decomposition 
in a short time, and at a slight expense. 

(103.) The galvanic fluid, when it has the choice of a 
passage through various conducting substances, prefers that 
which affords the least resistance to the exclusion of the rest ; 
thus, if a galvanic battery of large series is connected to a 
decomposition apparatus, and is capable of giving off 20 or 30 
cubic inches of gas in five minutes, yet if the finest platinum 
wire is placed across the poles, the whole of the power will 
pass by the wire during the short time that it remains un- 
melted. 

A curious property of induction is observed, under certain 
circumstances, in the voltaic circuit ; thus, if a wire or a 
series of copper wires are suspended in a liquid which is 
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suffering decomposition, whether that be in one of the cells of 
a battery or in the decomposition apparatus, one part of each 
wire will be deen to become positive and be dissolved, whilst 
another part will be negative and reduce any metallic salt. 
This phenomenon will be seen to be taking place differently 
in each of the wires. If a platinum wire be interposed in 
the circuit the resistance which the evolution of oxygen 
affords is so great, that the polarity of the wire is only 
to be seen in certain cases. However, feeling assured that 
platinum could be made polar, I set to work with deter- 
mination to effect it. I tried large plates of platinum in 
sulphate of copper, between two copper electrodes, connected 
with a powerfiil battery, but could not succeed ; however, 
not to be beaten, I tried the experiment in a different way. 
A piece of fine platinum wire was fixed in a small tube, on^ 
part remaining in the inside, the other on the outer part of the 
vessel, a small hole was then left in the tube, of such a size 
that water could freely run out. The tube was filled with 
dilute acid, and placed in a glass frill of the same liquid, 
when the pole of a series of batteries (not less than 8 cells) 
was inserted into the tube, taking care that it did not touch 
the wire fastened in the tube : the other pole of the battery 
was placed in the glass of dilute acid, when immediately gas 
was evolved from the two poles, and also from the platinum 
wire. It was then thought desirable to ascertain whether as 
much gas was evolved from the intermediate platinum wire, 
in which the gas was given off by induced electricity, as from 
the original poles. This point was determined upon the 
principles which regulate electro-metallurgical operations, for 
upon the addition of a small quantity of sulphate of copper to 
the acid, the pole connected with the zinc of the battery was 
coated with spongy copper, whilst the part of the interme- 
diate platinum wire which became negative had the bright 
reguline copper reduced on its surface. The rest of the inter- 
mediate wire was positive, and evolved oxygen gas. It is a 
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^. jkuf^ Igjce on a binding screw or piece of copper 
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drf^]^ng decomposed. 

^bi^ \ jAguce let us recapitulate every circumstance which, 
Aing * resistance to the passage of the galvanic fluid, 
^^ , ^pn the amount of the action. In the first place, in 
hfttteiy itself the current of electricity might be dimi- 
• hei ^7 *^® metallic plates being too thin to carry the 
gpt readily. It may also be lessened by the plates being 
Ar apar^j ^^ ^^^ interposed liquid being an imperfect con- 
ductor. The negative metal may be covered with hydrogen 
and rendered nearly inert, or the positive may be rendered 
inoperative, by the saturation of the acid by the zinc, or the 
liquid by the metallic salt. External to the battery resistance 
may be afforded by small wires, or by connections of imper- 
fect conducting power, or by attaching it to a decomposition 
apparatus, every part of the construction of which obeys the 
same laws as the galvanic battery itself. 

The application of voltaic power to the arts is one of the 
greatest improvements of modem times, and although much 
has been done in this important and extensive field of inquiry, 
yet this alone suffices to show, that as we progress, the path 
to be pursued widens and enlarges, exposing to view an 
immense tract, fertile exactly in proportion to the labour and 
ability employed in its cultivation. 

It was first discovered by Faraday that, upon making or 
breaking contact by a long wire with the galvanic battery, 
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another current was developed in a second wire, isolated 
from the first by some non-conducting material. Thus if we 
take a copper wire, say 60 feet long and one-eighth of an inch 
thick, and form it into a helix by winding it regularly round 
a hollow tube, and superimpose upon that a great length, say 
1200 feet, of a very thin wire, covered with silk, cotton, or any 
such non-conducting material, and wound round the first wire 
in a similar direction, we form an apparatus that at once 
shews the experiment on making contact with the two ends 
of the thick wire with the plates of a galvanic battery ; a 
current of electricity is generated in the second wire, and 
though the first current may be derived from only a single 
pair of plates, the second current may have amazing in- 
tensity, in fact, sufficient to give the most powerful shocks ; 
a secondary current is produced on again breaking contact, 
but no second current is formed whilst the circuit is com- 
pleted. These effects are far more exalted if we place a piece 
of soft iron, or a bundle of soft iron wires, into the tube 
round which the primary wire is wound, because we then add 
the powers of magnetic induction to that derived directly from 
the galvanic battery. A machine upon this principle is con- 
structed in the manner above detailed, one end of the primary 
wire being connected to a metallic-toothed wheel, the other 
joining a flexible piece of brass capable of pressing the teeth. 
By revolving the wheel the contact is made and broken, 
according to the rapidity of the revolution, and thus hundreds 
of shocks may be transmitted in a minute. This induced 
electricity is invariably used at the present period fi)r medical 
purposes, and by regulating the force of the battery and the 
frequency of the shocks, we can adapt our shock exactly to 
the state of the patient. 

Such is a brief account of the leading effects which are 
called galvanic, with the various properties which are either 
subservient or detrimental to the voltaic current. 
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BOOK THE SECOND, 

ON ELECTRO-METALLURGY. 

CHAPTER I, 

ON THE APPARATUS TO BE EMPLOYED FOB THE REDUCTION 

OF THE METALS. 

Electro-metallurgy requires a knowledge of galvanism, 104. The idea of 
electro-metallurgy, suggested by Danieirs battery, 105. The porous tube 
or single cell apparatus, 106 — 112. Capillary tube apparatus, 113. Plas- 
ter apparatus, zinc, iron, and tin positive poles, 114. Compound battery 
apparatus; 115, 116. Single battery apparatus, 117, 118. Precipitating 
trough, 119. Single cell and battery conjoined, 120. Mason's arrange- 
ment, 121. Management of the apparatus, 122, 123. Lines on the re- 
duced metal, how to be avoided, 124. Adhesion and non-adhesion of the 
reduced metal to its mould, 125 — 128. Apparent adhesion, 128. Lateral 
growth of the reduced metal, 129. Relative expense of various modes of 
the reduction of metals. 

(104.) Electro-metallurgy depending essentially on gal- 
vanic agency, is subject to the operation of the same princi- 
ples, and governed by the same laws which have already 
been laid down in the book which treats of galvanism and 
galvanic batteries ; the successfiil reduction, therefore, of the 
metals, must depend entirely upon a thorough knowledge of 
galvanism, and galvanic apparatus. We should recommend 
our readers, then, before they enter upon this department, to 
make themselves thoroughly conversant with the contents 
of the first book; for what operation can be successfiiUy 
performed without a complete knowledge of the nature of the 
implements with which that operation is to be effected. 

Independently, however, of these general galvanic proper- 
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ties already adverted to, there are certain particular ones 
appertaining either to the different metals, or to the different 
qualities of the same metals, which have to be considered 
in detail, as well as the apparatus to be employed for preci- 
pitations. 

(105.) The idea of electro-metallurgy appears to have been 
first suggested by the use of Professor DanielFs battery, for 
during its action the outer copper vessel, which is the nega- 
tive metal, becomes coated with an additional layer of metallic 
copper; hence, as this new deposit is placed in close appo- 
sition to the vessel, a cast is produced. If we call to mind 
the construction of the battery, we see that it consists es- 
sentially of two vessels, the inner being porous, and contain- 
ing dilute sulphuric acid, while the outer contains the solution 
of sulphate of copper, and the negative metal, 

(106.) Danieirs battery is composed of two vessels in 
which two separate processes are going on ; in one, the so- 
lution of the zinc, in the other, the reduction of the metal 
from the solution. In many cases the passage of the sulphate 
of zinc formed during the action into the other cell is not 
of much consequence ; but when we are desirous of com- 
pletely separating the two fluids, we use a diaphragm capable 
of effecting that object. 

(107.) The substance best adapted for the complete separa- 
tion of the solutions, in a single cell apparat&s, is animal mem- 
brane. Of this there are various kinds ; bladders of different 
textures, the lining membrane of the intestine of the ox, fine 
gold-beaters^ skin, or bladders of various animals may be used 
according to circmnstances. Animal membrane separates so- 
lutions better than any other diaphragm,* but, for most pur- 
poses, it affords too much resistance to the passage of the cur- 
rent. There are a great variety of papers which may be used 
for porous tubes ; they admit the current according to their 
relative textures. Brown paper, and cartridge paper, are fre- 
quently of value for the electro-metallurgist, and they last for 
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a considerable period without renewal. Of late, earthenware 
tubes have been very extensively employed. The kind of 
most value are made absorbent, similar to the vessels em- 
ployed for wine-coolers, and are made of different shapes, 
to suit various purposes. The best are generally made with 
care and of superior clay, but the common earthenware garden- 
pots answer in some cases where porous vessels are required. 
In selecting a porous vessel we have to guard against two ex- 
tremes ; for, either it may be over fired, or baked at too great 
a heat, when it will not be sufficiently permeable by liquids, or 
it may not be sufficiently baked, when any metallic solution 
wiU act upon and partly dissolve its substance. We should, 
Airthermore, always ascertain whether water will pass slowly, 
but entirely, through every part of its texture, in order that 
universal porosity may be proved. But the practised electro- 
metallurgist can always judge of the fact by touching it with 
his tongue, when the degree of dryness produced on that organ 
by the absorption of its moisture will indicate the freedom with 
which liquids will pass. A clayey appearance, and peculiar 
odour when placed in water, are the only tests of an imperfect 
baking. A common tobacco pipe, with the hole blocked up, 
is very useAiI for small experiments. Wooden porous tubes 
have been used by some persons ; Jacobi makes mention of 
having employed them. They should always be boiled in acid 
before they are firSt used, to render them more porous, but 
no particular advantage attends their application. Plaster 
of Paris is sometimes employed, but it speedily becomes acted 
upon by the fluids, and upon the whole is not a usefril dia- 
phragm. Any vessel with a small fissure, or fine crack, in it, 
may be used as a 'porous pot, for any vessel which will let 
fluid run out will allow the galvanic current to pass. We 
have already mentioned, in a former part of the work, that 
the more porous this vessel is, the greater the quantity of 
electricity developed, and the greater, therefore, the quan- 
tity of metal deposited, as the amount of deposit is always 
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in relation to the quantity of electricity generated. The 
following is the order in which different enbstances stand 
with regard to their (»pahilitieB of admitting the pasBBge of 
electricity r — 

Brown paper, 

Thin plaster of Paris, 

Porous earthenware, 

Gold-beaters'' skin, 

Bladders of various thickness, 

Thick plaster of Paris, 

Capillary tnbe, 
(108.) Of the various forms of apparatus, which may be 
used for the precipitation of the metals, the most simple is 
Darnell's battery, having a porous earthenware tube, to con- 
tain the acid and zinc, whilst the negative metal, which is 
usually a mould, is placed externally to this, and connected 
by a piece of wire to the zinc. Thus, for instance, take a 
pound pot, and half fill it with a solution of sulphate of cop- 
per (s) ; in this,' place the earthen vessel (p), Fig.9. 
with the dilute acid (a) and zinc (z), and this 
constitutes the whole of the present form of ap- 
paratus ; for, when we desire to make an electro- 
medaUion, it is only necessary to place one or 
more casts in the outer vessel (m m) connected 
by a wire vntb the zinc, and then action will 
immediately commence. Any number of moulds 
may be placed in the outer vessel, provided ' 
they can radiate to the zinc. Saturation of the liquid may be 
preserved by suspending some of the salt in a hnen bag over 
the mould. This form is objectionable, because the salt of zinc 
speedily passes through to the outer vessel ; but it has the 
advantage of allowing the mould to be placed vertically, in 
which position it is much less liable to have particles of dust 
settling upon it. There is no limit to the size of this outer 
vessel ; for a water-butt, a tank, or even a lake naturally 



impregnated with sulphate of copper, would form ^orions 
apparatus for the electro-metallurgist. 

(109.) There is another form where bladder takes the 
place of the earthen yeesel, and where the position of the 
cast is horizontal. Here, the outer veasel, which is square, 
is made of wood, coated internally with cement; on one 
part of the edge of which, a ^*«- ^<*- 

piece of hraas is fixed (b), in 
which are two holes, one for 
connection with the wire of 
the cast (m), the other with 
that of the zinc. In the in- 
terior of the trough, a move- 
able shelf of mahogany is placed, on which is supported 
a glass containing a zinc plate (z) and crystals of sulphate 
of copper to he dissolved. The glass has a piece of blad- 
der tied over the rim, and this forms an outer vessel similar 
to the porous tube in the former apparatus. It, in like 
manner, contains the acid and zinc ; the latter being connected 
by a screw to a wire, in such a way that it can be readily 
removed. This apparatus is preferable in many respects to 
that first described ; because the sulphate of zinc cannot pass 
through the membrane readily to the copper, and facilities 
are offered for chang^g the zinc and acids, &c. In this ap- 
paratus, care must be taken that the mouth of the glass be 
wide enough to afford a radiatmg point from the zinc to every 
part of the cast, as it has been already noticed, that want of 
attention to this would be attended with inconvenience. (17.) 

(110.) In every single cell apparatus, the solution of 
metallic salt should be maintained in the required degree of 
concentration, by keeping some crystals of the salt undis- 
solved in. the solution. If these crystals are allowed to sink 
to the bottom of the vessel, they will not answer the intended 
purpose of mmntainlng a saturated solution ; for the portions 
of the fluid which have been deprived of their metallic salt 
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rise to the surface, whilst the saturated parts remain in con- 
tact with the crystals at the bottom, thus preventing their 
solution. This difficulty may, howeyer, be readily overcome, 
by placing the crystals to be dissolved in a little bag, on a 
shelf at the top of the liquid, by which means the saturation 
of the fluid will he ensured. 

(111.) Another form might be made by dividing a boz into 
two compartments, by a flat porous slab of earthenware, 
similar in composition to the porous tubes of a Daniell's bat- 
tery. Into one compartment the solution of sulphate of copper 
is to be put, together with the negative metal, which in the cut 
is represented by two moulds (m m), and into the other dilute 
'sulphuric acid (a) and the zinc Fig. 11. 

(z). The advantage of this ap- 
paratus would confflst in the fa- 
cility gained in the manipulation ; 
laid in the arrangement of the 
positive and negative metals, so 

that they may be at every place equidistant from each other 
• — a circumstance of great importance. The porous diar 
phragm, however, cannot be made of any large size, so, 
perhaps, it might be exchanged for a more ready, but less 
durable one of plaster of pans, paper, or bladder. The decom- 
position apparatus fig. 7, made of a cut tumbler, answers well 
for numerous experiments. 

(112.) Other forms may suggest themselves to the operator, 
fbr in whatever way a DanieU's battery is constructed, a simi- 
lar form will equally answer for the electro-metallurgist. (38.) 
The only circumstance to be observed is, that the zinc be equi- 
distant at every place from the metal on which the reduction 
of the new metal is to be eflected, so that the deposit may be 
everywhere equally thick. If the distance varies, the reduced 
metal will be found to be of unequal thickness, that part 
nearest the positive metal will be very thick, whilst the sub- 
stance will diminish as it recedes &om that point ; in some 
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cases the effect is more apparent than in others, but occasion- 
ally where a mere rod of positive metal is placed opposite a 
large surfisu^e of negative, a complete convex mass is formed, 
gradually dinunishing in thickness in every direction. In some 
cases these effects of radiation present some complex pheno- 
mena i but generally they may be referred to the fact, that the 
galvanic principle is not so essentially radiant, but that it will 
pass round a comer : thus, if a flat piece of copper is placed 
opposite to another mould in a solution of sulphate of copper, 
a portion of current is generated at every part of the back of 
the positive pole, which turning round the comer, causes a 
far greater mass of metal to be reduced at the circumference 
of the mould. At other times the effects of radiation are 
farther complicated by the imperfect uniformity of the strength 
of the solution during the action of the apparatus, in which 
case, every part not being equally conducting, will admit a 
different quantity of electricity, and, therefore, a different 
thickness of metal will be reduced. 

(113.) An apparatus for very weak currents, I sometimes 
use with great advantage, when the change takes place at the 
cathode of the battery. It is made in a very simple man* 
ner : the solution to be decomposed, is placed in a tumbler ; 
a piece of glass tube is then drawn at one extremity to a 
capillary bore. This ftdfils the office of the porous tube, and 
contains the zinc (which in this arrangement is merely a piece 
of amalgamated zinc wire) and a very dilute acid solution. 
The quantity of electricity generated by such an arrangement 
as this, is necessarily very small indeed, for the construction 
is in every way imfavourable to its developement ; first, the 
diluteness of the acid solution materially lessens the quantity ; 
then, the hole through which the current has to pass is so 
small that much force is required to blow any liquid through 
the apertur^f even by drops, and therefore a great impedi- 
ment is offered to the passage of the current. Moreover, a 
very fine platinum wire is employed to effect communication ; 
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and, lastly, the substance, which is the subject of experiment, 
is not placed opposite to the capillary hole. The mode in 
which the capillary tube acts in lessening the current, seems 
to be by interrupting or breaking the continuity of the fluids, 
so that but a feeble amount of the current can pass. The 
regulation of the quantity of electricity can be perfectly 
eflfected by regulating the bore of the tube. 

(114.) Sometimes^ when a very feeble current is required, 
a glass is filled up at one end with a thick piece of plaster^ 
which fulfils the office of a porous tube. This apparatus 
was first employed by Dr. Crolding Bird. Where we only 
require to lessen slightly the quantity of electricity, we con- 
tent ourselves with extending the distance between the elec- 
tro-positive and negative metals. In other cases we use a 
thick bladder or thin communicating wires, and we conjoin the 
whole or a part of these contrivances for lessening the power. 

In the single cell apparatus up to the present time, zinc 
has been invariably used for the positive metal, and various 
solutions may be employed with the zinc ; common salt has 
been much used, &c. The various sulphates and other neutral 
salts can be also employed without the amalgamation of the 
zinc, but if we go to the expense of this amalgamation, we 
may employ dilute sulphuric acid, or dilute muriatic acid, 
both of which, from their superior conducting power, enable 
us to reduce far more metal in a ^ven time. Zinc in a 
single cell will reduce nearly all the metals, and, as it 
forms soluble salts with nitric, muriatic, sulphuric, acetic, 
tartaric acids, it may, therefore, be employed for all salts 
which contain these acids, for we must never forget that it is 
essential that the new salt formed should be soluble in waten 
and that a sufficiency of water be supplied for its solution. 

Now having discussed the arrangements principally suit- 
able to those cases where zinc is employed, as the positive 
metal, or metal used to generate the current, I have to im- 
part the great secret, that it is not always necessary to use 
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zinc as the generator of the voltaic power, for, practically, it 
is possible in a great many cases, especially in the rednction 
of copper, to make iron take the place of zinc, thereby super- 
seding the use of that expensive metal, and substituting one 
of but trifling value. But iron is not capable of imparting the 
same electro-motive power, intensity or primitive force of the 
galvanic principle that zinc is so emmently endowed with, for 
this reason we are compelled to use a greater extent of sur- 
iace when iron is employed. Moreover, we have still other 
difficulties to contend with, iron cannot be amalgamated like 
zinc to stop local action, and, therefore, can only be used pro- 
fitably with saline or other solutions that do not themselves 
act upon the iron when not forming a galvanic current. The 
apparatus the most suitable to the application of this metal is 
that which most favours an increase of the positive metal. A 
very simple form is a common cast-iron supply cistern, into 
which a parallelopiped porous tube, one inch smaller each way, 
might be placed, separated by two pieces of wood inserted at 
the bottom of the tank. The inner vessel contains the satu- 
rated solution of sulphate of copper, with crystals suspended 
at the upper part to maintain the saturation of the fluids and its 
conducting power should be increased as much as possible by 
the addition of dilute acid. Before we determine what is 
the best exciting fluid to be used in the iron cell, we must 
determine what salt of iron is most desirable to be formed 
during the action of our apparatus. Iron forms soluble salts, 
with a considerable variety of acids^ with muriatic, nitric, and 
sulphuric &c.; but I am inclined to believe, &om my experi- 
ments, that the sulphate is the most convenient salt to be gene- 
rated, therefore, we must employ a solution of some sulphate, 
of which the sulphate of zinc, sulphate of soda, or what is, 
perhaps, best, sulphate of magnesia, or Epsom salts. This 
salt is retailed by chemists for about one penny an ounce, but 
the electro-metallurgist will find that he will be enabled to 
buy a pound for about two-pence. I have tried a great 
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variety of other saline substances in the outer cell, as nitrsctes, 
chlorides, but upon the whole, the sulphates appear to be en- 
titled to the preference. The low combining number of iron 
adds much to its advantage, for twenty-eight grains would be 
as effective, that is, would generate as much power, as thirty- 
two grains of zinc. By using an iron positive pole, I feel no 
doubt that many who have never succeeded in making elec- 
tro-medallions heretofore, will be enabled to carry on their 
operations although slowly, yet, with perfect success. A box, 
divided by a porous diaphragm, and every other single cell ap- 
paratus in which we can place a large surface of metal, is suit- 
able for the application of iron as the positive metal. It is 
really very pretty to pick up a few old rusty nails, and from 
them generate a suiBiciency of the extraordinary and mysterious 
power of galvanism to make a copy, by a few minutes^ labour 
and a few hours^ patience, of the most elaborate work of art 
that the exalted imagination and the untiring patience of the 
ancient Grecian could possibly execute. When we can 
obtain an accurate cast of a Syracusan coin, worth upwards 
of one hundred pounds, by two or three old rusty nails, and 
the solution of a penny-piece, let no one henceforward throw 
away or despise an old rusty nail.* 

There are other metals besides zinc and iron that might be 
used to generate electricity: thus, lead will reduce copper, 
silver, gold, and various other metals. When it is employed 
for electro-metallurgical experiments we must form a soluble 

* Since writing the above, I perceived the following paragraph in " The 
Chemist" for this month by Mr. Z. J. Rockline, which I subjoin entire : — 
** In all my electrotype experiments, I have employed, and with the greatest 
success, ordinary sheet-iron instead of zinc for the positive metal, — ^than 
which it is much cheaper. The difference must, I think, be palpable in 
large electro-castings, where extensive surfaces of zinc would be necessarily 
requisite. Iron, in the form of cylindrical rods, which are extensively 
manufactured, would, if cut into suitable lengths, form most excellent and 
cheap substitutes for the zinc bars hitherto used in circular constant bat- 
teries. To electrotypists, this metal^ in whatever form it may be used, must 
prove a cheap substitute for zinc.*' 

K 
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salt, of which the acetate and nitrate are most conspicuous. 
If we use -nitrate of potash in the outer side with the lead, 
and a solution of metallic salt, say of copper, in the inner 
side, with the negative plate, the reduction will take place. 
It is vain to attempt to reduce a sulphate by this salt, for 
the sulphate of lead is absolutely insoluble. Its equivalent 
number is very high, one hundred-and-four of lead being 
equal to thirty-two of zinc, which is one serious objection 
to its use. The only chance of its ever being employed for 
the reduction of any metal, especially copper, is the possi- 
bility of the nitrate of lead, formed during the galvanic ac- 
tion, being a valuable product, for were this the case we 
should obtain our power for nothing, and the cost to the 
electro-metallurgist would be only the value of the weight 
of metal reduced, plus, the cost of the previous process for 
converting it into a metallic salt. The sulphate of iron and 
sulphate of zinc produced in former cases, are now thrown 
away; but, as in many chemical manufactures the cost 
depends on the value of the products, it would be desirable 
for the electro-metallurgist to form a salt which is of value. 
I throw out this hint for trial, as I have reduced copper from 
its nitrate, by lead, so if the nitrate of lead could be con- 
verted into the carbonate with advantage, we should obtain 
our power comparatively for nothing; lead gives a feeble 
electro-motive power, therefore, it requires a large plate, and a 
thin porous tube. 

Tin may be used to generate electricity, it being soluble in 
muriatic, sulphuric, acetic, oxalic, acids, &c. It has a feeble 
force, requires a large plate, and thin porous tube. It is best 
used with dilute sulphuric acid on one side, and the metallic 
salt, which should be a sulphate, on the other. It reduces 
several metals, but, unfortunately, has a high combining num- 
ber, requiring fifty-eight grains to generate as much .power as 
thirty-two grains of zinc. Some alloys of tin and zinc might 
come into use for the single cell apparatus, did not the high 
equivalent and price of tin prohibit its adoption. 
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Other metals might be used, under certain circumstances, 
as the positive metal to generate power : for instance, copper 
to reduce palladium, gold, or platinum, silver to reduce gold 
and platinum; but, as they will probably never be employed 
by the electro-metallurgist as a positive pole, there can be no 
occasion to consider them farther : always remembering, how- 
ever, that whatever metal is employed as the positive element, 
it is requisite that such an exciting fluid be employed that 
a soluble salt may be generated during the action of the 
apparatus, and that sufficiency of water be supplied to dis- 
solve it as soon as formed. 

(115.) In all these cases the metals are precipitated at the 
negative metal of a single battery. In like manner, by what- 
ever other method we can render a plate negative, there will 
the metal be precipitated; thus, if a battery, sufficient to 
decompose acidulated water, be connected with two platinum 
poles, at one pole oxygen, at the other hydrogen will be 
evolved; therefore at the latter the metal would be precipitated. 
It has been mentioned before, that one cell of Grove's, two 
or three of DanielPs, orof my form of battery, will decompose 
acidulated water between platinum poles ; but still, with that 
series only, a feeble quantity of gas is given off. Now where 
we wish to employ feeble currents, the series just mentioned 
may be used with great advantage. 

(116.) Where we have considerable resistance to overcome, 
and require but very feeble quantity, we may use a number 
of cells, exciting the battery either by simple water, or water 
acidulated with a single drop of acid in each cell. The oxygen, 
in this method of reducing the metals, is always evolved at 
the positive pole, and the acid in combination with the metal 
Bet free, so that the solution gradually becomes one acid. In 
most cases, however, we require to precipitate a large quantity 
of metal, and then it becomes a matter of importance to effect 
that object by the smallest series, as by this compound battery 
apparatus, the cost is multiplied by the number of cells employed. 

(117.) For most purposes the last method is very seldom 
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adopted ; bat advuitage is taken of the afiSnity wliicli most 
metals have &r. th« oxygen ; and instead of using a plati- 
num pole at the oxygen end of the battery, which affords 
great resistance to the passage of the galvanic fluid, we an- 
ploy a piece of metal of the same nature as thai which we 
wish to precipitate, which performs the functions of the pofd- 
tive plate or zincode in the trough. Ae the solntioo of me- 
tallic salt is continually depositing its metal, the piece which 
constitutcB the positive pole is dissolved by the acid and 
oxygen which held the reduced metal in solution, and the 
liquid is thus kept nearly at the same point of saturation. 
One battery is amply sofficient for this mode, as there is 
but little resistance to overcome. 

(118.) To illustrate this method, let as sappoee that we 
have to take a cast in copper. A solution of a salt of cop- 
per is to be placed in a convement vessel, and the object on 
which the precipitation is to take place (n), is to be connected 
with the zinc of the battery (z), whilst a piece of sheet copper 
is connected with the silver (a). As soon as action commences, 
water is decomposed, oxygen passes to the copper pole and 
oxydizes it, and the hydrogen j^. 12. 

passes to the negative plate. 
Whilst the decomposition is 
taking place, oxide of copper 
is passing to the negative pole, 
and the acid to the positive 
pole; the hydrogen reduces < 
the oxide of copper at the 
negative plate, whilst the acid 

combines with oxide of copper at the positive end, and thus 
the saturation is continued.* 

A series of precipitating troughs, arranged like a com- 

* It has been mentioned before (99), that Professor Daniell has given a 
different theoretical explanation of these decompositions, though, practically, 
the change laling place ii the same lu here given. 
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pound battery, may be em- p. j„ 

ployed occaaonally with 
only one battery. In this 
case, we ehonld faaTe one 
generating cell in the bat- 
tery, and idx, ei^t, or ten 
decomposition cella; there- 
fore, by the fundamental 
laws to which the action 

of the galvanic fluid ie obedient, we should have six, eight, 
or ten equivalents of metal reduced for one equivalent of 
zinc. Theoretically, this apparatus exceeds every other in 
economy — practically, it has not been so much employed as 
it ought to be, particularly in the reduction of pl^ copper^ 
plates. The galvanic series is made by altematiog the metal 
to be dissolved (c) with the object to receive the precipitate (m), 
the last mould being joined to the zinc (z) of the battery, and 
the last copper with the silver (s); the positive plates should 
be large, and the liquid rendered as conducting as possible 
to lessen resistance. It is important in this apparatus that 
every positive and negative plate should possess nearly the 
same surface, and the solution the same strength, in order 
that metal of the same quality should be reduced in each cell. 
(119.) The apparatus used as a precipitating trough, must 
vary in shape, — round, flat, square, according to the form of 
the object to be copied; its dimensions may vary from a single 
drop to the largest reservoir filled with metalUc solution in- 
stead of water, and the solution must he altered according to 
the metsd to be thrown down. These will demand a particu- 
lar description ; but here we must say a few words as to the 
materitJs best adapted for this vessel, viz. the precipitating 
trough, and, certainly, glass is preferable in ^ respects, except- 
ing its brittleness and its expense ; these two qualities render- 
ing it much less generally applicable than it wouM otherwise 
be. For some metallic solutions it is absolutely necessary to 
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employ glass, as other vessels are more or less acted upon by 
them. Porcelain of some kinds, sach as Wedgewood^s, &c., 
is found to be nearly equal to glass, though it does not 
altogether possess its unalterable properties. However, eyen 
this is too expensiye, and we have recourse sometimes to the 
common earthenware. Doubtless, many will be astonished, 
at being informed that most metallic substances will pene- 
trate through the glazing, into the very heart or biscuit 
of the jar, and freely pass to the exterior of this deseription 
of vessel. This may be thoroughly prevented by coating 
the interior with pitch. The best iron-stone ware is invalu- 
able to the electro-metallurgist ; if well glazed they will last 
for any length of time. A refiner showed me some that he 
had used for parting gold during twenty years, as good as new. 
Whenever round vessels can be employed, the electro-metal- 
lurgist will be enabled to find them ready-made, at the large 
earthenware houses, as they are frequently used as salting 
vessels. If they could be manufactured similar to a trough 
they would be of universal application ; but the makers com- 
plain of their warping in the oven. Wooden vessels are more 
frequently employed than these, because they admit of great 
variety of form, and can be rendered completely water-tight, 
by a cement composed of bees^ wax one pound, rosin five 
pounds, red ochre one pound, and two table-spoonfrds of 
plaster of paris. A common tin trough, or especially a leaden 
vessel, will answer, but the interior must, in like manner, be 
coated either with cement or pitch. Leaden vessels are par- 
ticularly applicable when the metal is to be reduced from its 
sulphate. One advantage of the pitch is, that the salt in 
solution has but little tendency to crystallize upon it, which, 
with other substances, is a very troublesome property; as, 
occasionally, the whole of the salt from Sk, solution will pass to 
the outer part of the vessel, thus covering it with crystals. 
Slate troughs have also been frequently used; they ought 
always to be painted or pitched, to prevent the absorption of 
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the liquid, which is apt to penetrate into the slates, and crystal- 
lize and disintegrate the substance, which is always made up of 
numerous layers. The sides are generally bolted together with 
copper ties ; but slate vessels should altogether be discarded, 
as they are not found to last above a twelvemonth. 

Troughs of a peculiar construction have been employed by 
my friend Mr. Terry ; he obtains two boxes, one so much 
smaller than the other that a space of half an inch is every- ■ 
where left when one is inserted in the other. The interval is 
filled with melted pitch, and the inner one is lined also with 
the same material. He finds that troughs made in this way 
are admirably adapted for the intended purpose, and, doubtless, 
for large vessels they are the best that can be made. I am 
not aware that they have been employed at present to a large 
extent, but they bid fair to come into extensive operation. 

A galvanic battery and precipitating trough is the process 
almost universally adopted for all large objects, and there are 
many reasons why it should be employed. In the first place, 
we are enabled to regulate the quantity of electricity to the 
strength of the solution far better than by any other method ; 
secondly, we are enabled to keep up nearly a uniform strength 
of solution, and, lastly, the process is frequently cheaper. In 
fistct we have two or three manu&cturing processes going on 
at the same time ; we are not only generating our electricity 
and reducing our metal into the form we require it, but we 
are actually forming, by the same operation, our sulphate of 
copper or other salts. To reduce metallic copper from 
crystals of blue vitriol, or silver from lunar caustic may ap- 
pear to the unlearned to be a sort of alchemical operation, 
whereby copper or silver is actually made ; but this is by no 
means the case, for we only re-obtain that metal which we 
had formerly made into the salt, and we have to pay, occa- 
sionally, at a most exorbitant rate for that change. All this 
cost we save by making the battery our manufacturer, and 
the trough our laboratory, for by using a certain portion of 
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metallic salt in the first instance, the metal, during the action 
of the battery, is reduced, and the acid combines with another 
portion of metal, so that, in this way, the acid contained in a 
' few ounces of metallic salt may be employed over and over 
again, as there is no limit to the amount of metal that might 
pass through it. 

The galyanic battery and precipitating trough need not be 
joined together like Siamese twins. They may be separated 
to any distance provided the conducting wires afford no re- 
sistance to the passage of the fluid ; therefore, when we sepa- 
rate them to any amount we should make our connecting rods 
of copper, which is a good conductor, and take care to em- 
ploy thick rods instead of wire. Practically, it is found conye- 
nient to have our batteries in one room, and our troughs in the 
other, as Mr. De la Rue has them. In the first room, every- 
thing necessary for the galvanic batteries should be kept, 
such as zinc, acid, mercury, connecting wires, &c. &c. In the 
other room, everything should be methodicaUy arranged for 
the Electro-Metallurgist. If operations were carried on in a 
very extensive scale, and a great variety of metals were being 
reduced, then would the manufacturer do weU to devote a 
separate apartment to each separate metal. I can see in my 
mind^s eye a large Electro-Metallurgical manu&ctory, with 
the batteries in a room in the centre, surrounded by rooms on 
every side, in each of which a different metal is being de- 
posited. 

(120.) Another form of apparatus may be employed occar' 
sionally with advantage; when we require a considerable 
intensity, or power to overcome obstacles, and do not wish to 
incur the expense of a large series. It is a union of the 
single apparatus and the battery. In the decomposition cell 
we have a porous tube, containing the acid and zinc, and in 
the outer part we have the solution to be decomposed. The- 
zinc is to be connected with the silver of the battery, and the 
zinc of the battery with the negative plate in the decomposi- 
'^*on cell, and thus the circuit is completed. It is manifest 
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that this apparatus increases the power, by ad<ling one more 
to the series, and hy nsing zinc at the positive pole of the 
ilecompoaitioD cell t>at little impediment is offered to the 
^eetric current. 

(121.) There is yet another mode hy which we can preci- 
pitate the metals with the utmost cheapness, though the 
length of time required is very much increased by the pFOCess. 
We use here the Danieirs battery apparatus, or single cell 
for the reduction of the metal ; but instead of connecting the 
zinc (z) with the negative metal at once, we make that zinc and 
medal a battery, to be connected p- j^ 

to another decomposition cell. 
In this we have a second medal 
(m) ae a negative plate, and a 
piece of copper (c) as the posi- 
tive plate. The second medal (m) 
is connected with the zinc of the 
first cell, and the copper (c) with 
its medal. In this way, with one 

pound of zinc we obtain two pounds of copper. The appli- 
cation, however, of the second cell affords an impediment, 
and, therefore, the porous tube in the first cell should be as 
thin as possible. This very ingenious apparatus was devised 
by Mr. Mason, but has not been much used, because it has 
not been sufficiently known. 

(122.) The whole management of the precipitation of me- 
tals, depends for its success on a right knowledge of the prin- 
ciples of quantity and intensity, or, more correctly speaking, of 
resistance and electromotive power. The latter property does 
not influence the result, as we shall hereafter see, so much as 
the former, but, in most cases, this should be rather abundant 
than deficient. The intensity, so &r as regards electro-metal- 
lurgy, may be increased m two ways ; by adding to the series, 
or by using exciting liquids, capable of ^ving greater inten- 
sity, or primitive force to the Galvanic current. The quan- 
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tity of the current may be increased by enlarging the size of 
the negative plates of the battery, by increasing the strength 
of the acid solution, by using a larger anode, zincode, or posi- 
tive pole in the decomposition cell, by diminishing the dis- 
tance between this and the negative plate, or, which is by far 
the best, by using the fluid in the decomposition cell, in that 
state which most favours the convexion of the current, or, in 
other words, diminishes the resistance to its passage. Each 
of these, separately, are quite suflicient to regulate the quan- 
tity of electricity passing. 

(123.) To ascertain the exact quantity of electricity pass- 
ing, a galvanometer must be employed, especially for very 
feeble currents ; but, if my form of battery be used, the opera- 
tor can judge with suflicient accuracy of the quantity of elec- 
tricity passing, from the evolution of hydrogen from the nega- 
tive plate. All instruments are incumbrances to the practical 
mechanic, and I believe that no workman would require any- 
thing farther, if my battery be used, than the ocular or aural 
test which the hydrogen afibrds. 

(124.) The position of the substance upon which the metal 
is precipitated, causes, in certain cases, a very singular pheno- 
menon in the deposit ; for if it be placed vertically in the 
apparatus, or especially if the upper part overhang the lower 
part of the plate, a series of lines will be produced, amount- 
ing, in some cases, to grooves of an inch in depth. The cause 
of this is easily discovered, if the solution be watched whilst 
the battery is in active operation ; it will then be seen that as 
the hydrogen reduces the metal from the fluid, it directly 
becomes colourless, and lighter than the surrounding solution. 
It, consequently, rises and causes a current, which, like a 
stream, is reflected in various ways, at every elevation or 
obstacle. Having once made for itself a channel, it keeps 
to it, and increases till the lines become of the depth which 
I have mentioned. This prevents the deposit being of uni- 
form thickness, and makes the plate valueless. It may, how- 



REGULATION OP THE STRENGTH OP THE PLUID, 75 

ever, in a great measure, be obviated, by giving the plate 
a slight inclination, or this tendency may be entirely destroy- 
ed by placing it horizontally. If the metallic solution is used 
stronger, the lighter solution instantly mixes with the denser, 
and, also, when the deposition is very slow, these lines are not 
seen. 

In conducting our electro-metallurgical experiments, we 
must recollect that, in every solution of a salt, the heavier 
parts are apt to subside to the bottom, so that, in reality, at 
the bottom of the vessel, the solution is saturated, whilst at 
the top the solution contains but little metallic salt. This 
property is far more evident when the new salt is formed in 
the liquid ; thus, in every instance, where a metal is being dis- 
solved, it should never be placed at the bottom of the solution, 
or else the salt will not be able to difiuse itself over the liquid, 
but will crystallize upon the metallic plate, completely incasing 
it. On the contrary, if it is placed at the upper part of the 
solution, the salt newly formed, will be spread more evenly 
over the fluid, which is a circumstance of great importance 
for almost all operations. These facts would point out the 
horizontal decomposition apparatus to be the most philosophical, 
for in that vessel, the metal removed by decomposition of the 
salt on the negative plate from the lower part of the solution, 
has its place immediately supplied with a new portion of salt 
derived from the action on the positive pole, and thus the 
fluid next the negative plate is always maintained about the 
same point of saturation. Practically, however, the horizontal 
apparatus has some disadvantages which afiect its universal 
application, for in this apparatus the objects to be copied 
cannot so readily be immersed in the liquid or removed from 
the trough. If the relative position of the poles be reversed, 
the positive being placed at the bottom of the vessel, crystals 
of metallic salt will encase it, and, at last, stop further action, 
whilst the negative pole will be surrounded with a liquid con- 
taining little or no metallic salt, and spongy metal will be 
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reduced. I rather dwell on these phenomena, having heard 
that one of the first practical electricians that this country 
can boast, has, Jnadrertently, recommended the podtive pole to 
be placed at the bottom, clearly, hovever, vithont having tried 
by experiment the effect of sach position. 

In conducting the series of experiments for my first edition, 
which led ine to recommend the horizontal apparatus tor many 
purposes, I found that some metals coold not actually be re- 
duced without it Irom an imperfoct distribation of the salt. 
The use of the horizontal apparatus (b), then, by placing the 
positive pole (c), or metal to pj jj 

be dissolved, above the ne- 
gative, or pole to receive the 
deposit (p), is <»ily to afford 
this equable distribution, 
and, therefore, is to be su- 
perseded whenever we can 
effect that object more rea- 
dily. The solution must be filtered occasionally when this 
apparatus is employed, to separate any particle of dust, and 
the positive pole mnst be kept very clean. I enter more fully 
into these facts, because the apparatus has been recommended 
by Authors without their seeming exactly to understand for 
what direct object it is required, 

Mr. De la Rue, for the purpose of keeping up the same 
strength in his metallic solution, fixed up an extensive appara- 
tus for ensuring that object by the circulation of fluid. He 
fixed a large tank at the upper part of the room, and another 
at the bottom. The upper one was filled with the metallic 
solution, and was suffered to run through the troughs to the 
lower vessel, from whence it was again pumped up to the 
higher. Now this appeared to be the most direct and philoso- 
phical manner of overcoming the imperfect diffusion of the salt, 
but it caused on the negative metal such curious circular lines, 
and the process of the deposition of the metal was so much 
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interfered with, that the apparatus was obliged to be aban-* 
doned. This experiment is extremely interesting, as showing 
that an idea most excellent and philosophical in principle, may 
fail in its application, through the interference of some new in* 
fluential circumstance, which it would be impossible to foresee. 

(125.) The new deposit of metal may, sometimes, be re- 
moved with the greatest facility, at others, it adheres with 
such firmness as to form one metallic mass, with its mould, 
from which it cannot be separated by any means whatever. 
Now we require both these properties for different purposes, 
and though, heretofore, the results have been too much the 
effect of chance, doubtless it is a matter of the greatest con-» 
sequence to have such a control over the process, as to 
obtain, with certainty, either, as we may h^pen to require 
them. 

(12Q.) The adhesion of the original and duplicate is termed, 
technically, buttoning down ; the non-adhesion has not been, 
as yet, vulgarly christened. Both depend on two facts, the 
enfilming of metals by air, and the possibility of that be- 
coming a pole. (35.) These properties have been ftdly en- 
tered into in the first book, but here we have to notice their 
practical appUcation. If a piece of smooth metal be plunged 
into water, it will resist wetting, and in that state 18 to be 
used, when we do not wish the deposit to adhere to its mould. 
In order to take advantage of this property, the plate as to be 
dipped into the solution, and the circuit immediautely com-[ 
pleted. The air would now appear to be the pole, iaiad't^ 
afford a separation between the original and duplicate. . Of 
course the plate should be neither heated nor rubbed with 
potash or nitric acid, previously to its submersion; and, above 
all, should not remain in an acid solution for a single moment 
before the galvanic circuit is completed. Sometimes one or 
more of these circumstances will take place partially, and 
then a partial adhesion or buttoning will ensue. After any 
plate has been soldered, it should be allowed to remain in a 
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cold place for at least twenty-four hours, it will then regain 
its film of air. 

The metals are not aingular in their aflSnit j for air, nearly 
every substance in contact with it becomes coated with it. 
Paper, although having a strong affinity for water, has also a 
similar affinity for air. Thus, when large quantities have to 
be damped for printing, the air becomes a serious obstacle. 
By the machinery introduced into the Bank of England, as 
well as in the Bank of Ireland, by the late Mr. Oldham, the 
paper on which Bank notes are printed is placed in a vessel 
connected with an air-pump, and the air is pumped out, 
which causes a vacuum. Into this water rises, and a million 
of notes, if necessary, are in a very few minutes wetted tho- 
roughly. It is usual to pass the paper through rollers to 
deprive it of excess of fluid, and thus, by a simple application 
of a .chemical fact, a saving of much labour is effected. The 
same principle is brought into operation in the process of 
Kyanizing timber, where the air is first pumped from the 
wood, and then a solution of corrosive sublimate rushes into 
the pores of its structure as soon as air is again admitted. 

The non-adhesion of metals is not, in all cases, dependent 
on thei adhesion of air ; sometimes a film of oxide, at other 
times a thin film of sulphuret, or a thin film of grease will 
prevent this property. I have at this moment before me £t 
wire, the reduced metal covering which is in several distinct 
layers, caused by simply withdrawing it as many times from 
the solution, and allowing it to dry before it was agairi 
immersed. Beduced copper plates will, occasionally, have 
this imperfection, being in a series of layers from a similar 
cause. 

(127.) When we are desirous to employ the opposite pro- 
perty, or to cause the new deposit to adhere, we pursue a con- 
trary course ; we either heat the metal and plunge it into 
water, or rub it with a solution of caustic potash, with nitric 
acid, or else we make it the positive pole of the battery, 
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and in that state place it in the solution : for then the surface, 
being quite clean, allows the deposit to take place on the 
metal itself, and not on the pole of air. It will then adhere 
so firmly, that no mechanical separation can be effected, as 
some can testify, who, ignorant of these &cts, have entrusted 
yaluable copper-plates in acid solutions, and entombed their 
device in a mass of copper, from which it could never be dis- 
interred. 

The observations on the enfilming of the metals, after 
having been exposed to the air for a short period, applies 
to many cases besides electro-metallurgy. The application of 
heat to the Daguerreotype plate, before it is exposed to the 
vapour of iodine, is, perhaps, on the same principle, and doubt- 
less any of the other modes which I have described for clean- 
ing the plate, will answer as well. 

(128.) The adhesion, or buttoning of one metallic plate to 
another, must not be confounded with apparent adhesions of 
the duplicate to the original, arising from the copper growing 
round the edge, and firmly embracing it. This is to be re- 
medied in a great measure, in the first instance, by coating 
the edge with a layer of lac varnish or grease, which prevents 
the deposit taking place at that part. After a considerable 
lapse of time, the plate increases laterally, and covers the 
coating. 

(129.) The lateral growth of a plate is a property of con- 
siderable importance, for if a particle of non-conducting 
substance be placed upon a metal, it will be covered. This 
lateral growth, or the difiusion of electricity over a large 
surface, differs with every metal, nay with every salt of the 
same metal. In this way, drawings made on copper, with 
varnishes, may be multiplied. If a non-conducting substance 
is to be copied, by means of a thin film of conducting sub- 
stance, a break in the continuity of the latter will not pre- 
vent the formation of a perfect plate. For the same reasons, 
care must be taken that no air or gas-bubbles adhere to the 
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plate, for, in like manner, they will be enfilmed, and leave a 
little flaw or gap in the duplicate plate. To cast metals upon 
an air bubble, seems, at first, too wonderful to be beliered, 
and, in former times, would, doubtless, haye subjected the 
discoverer to destruction, on the supposition that he was 
in conmiunication with an evil spirit; but, in these latter 
dajs, we find that it is even more difficult to prevent than 
to effect. 

He who desires to make electro-metallurgy his business, 
must well consider the relative expense of the materials abso- 
lutely essential to his processes. An undue attention to this 
very important consideration has caused experimenters to take 
out patents and incur great expense, for modes of working 
in metals by the voltaic fluid, when the object could be ob- 
tained in the ordinary mode of proceeding, at one half the 
trouble, one half the cost, one-sixth the time, and, even then, 
nearly as well as by the galvanic current. To estimate the 
expense of working in metals by the voltaic fluid, we may 
divide the processes into several departments. The tingie 
cell, the battery, the compound battery apparatus, in which 
manu&ctured zinc is employed; the odds and ends^ battery 
which is applicable to raw zinc; the compound decomposi- 
tion apparatus; Mason^s apparatus; iron single cell s^parar 
tus ; tin single cell apparatus, &c. 

An equivalent of power (87) may be obtained in the single 
cell, by the solution of 32 grains of zinc ; now as 7000 grains 
of that material in a manufactured state, that is, rolled, are 
worth nearly 7flf., the equivalent of zinc in round numbers 
would cost ^ of a penny. To this must be added waste of 
zinc not used, destruction of porous tubes and cost of saline 
excitant which would probably bring the charge up to the -^ 
of a penny. 

In the single battery, provided it be of my construction, the 
equivalent of power would cost about the same or rather less. 
In this case it would be the zinc (the same as in the single 
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cell) the acid waste of zinc from local action, and the differ- 
ence of value between the manufactured zinc and the remnants 
that necessarily occur, (52) say ^V of a penny. If the con- 
stant battery were employed, the cost would be raised from one 
and a half to twice that sum, making allowance for the value 
of the copper reduced. The application of the nitric acid bat- 
teries for electro-metallurgy, would entail more than treble this 
cost, raising the sum to | of a penny for the same equivalent of 
power. The expense of the power derived from a compound 
battery would be the same as that of the single battery -sV of 
a penny, multiplied by the number of cells, so that if twenty 
cells were employed, the equivalent would cost (^V x 20) Irf. 

By the use of spelter in the odds and ends' battery, we 
lower the price to nearly one-half or the xV? because spelter is 
much cheaper than rolled zinc, on account of the difficulty of 
rolling, and because there is but little local action, and no 
remnant of undissolved metal to cause waste. 

The compound decomposition apparatus is the reverse of 
the compound battery apparatus, for the equivalent of power, 
as obtained from a single battery, must be divided by the 
number of decomposition troughs : thus if we have twenty cells 
it would co8t(iAy -f- 20) iJiy of a ptmny for each trough. 

Iron to give an equivalent of power, must lose 28 grains, 
that being its equivalent; therefore, as 7000 grains in the 
manufikctured state are worth from Id, to 2d. it would cost 
about tV of a penny, making allowance for waste and ex- 
citing fluid. 

The equivalent of power, if obtained by the agency of tin, 
of which 58 grains would be dissolved, costs, making allow- 
ance for waste, exciting fluid, &c., tV of a penny, reckoning 
tin at 9d. a pound. 

From the above considerations, we form the following table 
of the bare cost of the materials to produce an equivalent of 
galvanic power, under different circumstances : it is assumed 

M 
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that the salt of zinc, of iron, or of tin, is of no value: — 



Zinc Single Cell 


. j^ of a penny. 


Iron Single Cell 


• 75 ft 


Tin Single Cell 


• TO i) 


Battery . 


• ib » 


Constant Battery 


TO V 


Grove's Battery 


• ♦ 



Odds and Ends' Battery ^ „ 

Compound Battery • ^ X by the number of cells. 

Compound Trough . A -f- by the number of troughs. 

Having obtained this table, an important clue to the ex- 
pense is arrived at, for if we are desirous of ascertaining the 
cost of the reduction of a metal from its particular salt, we as- 
certain its equivalent number (87), then the value of that 
quantity, and lastly, by adding this cost to that of the power, 
we arrive at the bare value of materials for that equivalent. 
Having ascertained the value of the number of ^grains corres- 
ponding to the equivalent number of a single proportion, we 
learn the cost of 7000 grains or one pound avoirdupois. 

Let us suppose, for instance, that we are anxious to know 
the^cost of the reduction of copper from its sulphate, we find 
that the equivalent of this salt is 125, which at 4«jf. for 
7000 grains, or one pound, would amount to 7000 ; 4 : : 125 : 
-^ of a penny. This we add to the number appended to the 
particular process against the above table, which would make 
the cost for one equivalent of copper, or 32 grains, as reduced 
by the single cell, nearly i of a penny, -^ + -^ zz i o{ & 
penny. Then to ascertain the cost per pound, as 32 
the equivalent of copper ': -^ of a penny : : 7000 = to about 
2s. Sd. a pound. On the negative side, we have in addition, a 
certain waste of materials there is more metal reduced upon 
the edges than we require, and some copper left in the ex- 
hausted solution, of which it is impossible to give exact esti- 
mates* 

So much for the cost of the materials in a single cell, and to 
put them in the form of an equation, G, the cost = (e) value 
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of all equivalent of power + (s) the cost of an equivalent of 
metallic salt-^ 

= 6+8. 

To ascertain the cost of our materials in a battery appara- 
tus, the equation would be altered, C, the cost = e, value of 
equivalent of power + m, the price of an equivalent of rolled 
metal suitable for our positive pole. To this we must add a loss 
for the impurities in the metal, the loss from remnants, and 
the occasional cost of a renewal of the metallic solution. 

=: e -f m. 

Let us take an example of the precipitation of copper firom 
the single battery apparatus. C = e ^d. -f m, with a little 
loss^ =: about i, for thirty-two grains of metal reduced. In 
this case, rolled copper is estimated to be worth one shilling 
per pound. 

Although every person ought to make the calculation for 
himself, before he enters into any large operation, I subjoin, 
as a rough guide for the electro-metallurgist, another table, 
showing the price of the reduction of copper from its sulphate 
by each of the methods detailed above : — 

per equivalent. 



Single cell zinc 
iron 
tin, nearly 

Single battery 

Danieirs 

Grove's 

Odds and ends* 

Ten cell compound battery 

Ten cell compound trough 

Mason's plan J Is*- ^eU 
^ \ 2d. cell 



id. 
Ad. 

id. 
id, 

i^d. 

hd. 
id. 



S 



8. 

2 

1 


d. 

3 per lb. 

6 


3 





2 


3 


3 





3 


7 


1 





10 


5 


1 


5 


2 

1 


3 
3 



Besides the elementary cost, we have to pay for the nega- 
tive metal, or moulds on which our metal is reduced, we have 
the time requisite to keep the apparatus in action, we have 
the rent of the room in which the operations are conducted, 
and a hundred other circumstances, for which no general 
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computation could possibly be giTcn, as , they vary with 
every case. All these things will be considered in the de- 
scription of the processes. The preceding equations show 
clearly that electro-metallorgy shines conq>ienonsly forth for 
ntility, where the value of the metal is great and its equiva- 
lent high ; thus, by applying our equations to gold, we find 
that the equivalent of power is nothing compared with the 
value of the metal, for we reduce two hundred grains of gold 
for ixi of a penny, whilst the metal is worth nearly 2?. For 
this same cost of ^V of a penny we can obtain only thirty-two 
grains of copper^ that being its equivalent ; but if we desire 
to make hydrogen, we can only get one grsdn for our money. 
This simple principle prevents the employment of the galvanic 
power for the production of gas for illuminating purposes, 
as, if we make our calculations, we shall find that the cost of 
materials for this purpose would be about £7. 10«. per 1,000 
cubic feet, whilst the gas-companies supply us at nine shillings 
for the same quantity. Had the equivalent of hydrogen been 
200, the cost of its production would have been only nine- 
pence, which would have been the means of converting every 
coal-gas company in the country, into a galvanic-gas company, 
and with the gas, such an abundant supply of galvanic power 
would have been available for electro-metallurgy, that all 
other modes of working many metals would have been en- 
tirely superseded. 
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CHAPTER II. 

ON SUBSTANCES CAPABLE OF BECEIYINO THE METALUC DEPOSIT. 

Substances on which the deposit may take place, 130 — 131. Metals, 132— 
136. Non-conducting substances ; Sealing Wax, White Wax,* 136—139. 
Absorbent substances, as Paper and Plaster of Paris, 139—141. Means 
of rendering them non-absorbent, 141 — 142. Means of copying non-con- 
ducting substances by metals, by plumbago, 143 — 145. Comparison 
between the methods, 145. 

(130.) The yoltaic deposit of metal may take place upon 
any conducting substance, which is capable of acting the part 
of the negative metal, in the arrangement. The laws which 
relate to this, are the same which regulate, in a similar man- 
ner, the plates of the battery. The deposit may be effected 
upon most metals, except the earthy and alkaline, and upon 
any alloy or. compound of them. It may, likewise, take place 
upon charcoal -and plumbago. When the metals are em- 
ployed, the effect is eyident enough, for the arrangement 
differs in nothing from that of a Daniell^s battery. 

(131.) Where we desire the duplicate to possess a surface 
and form exactly like those of the original, it is of the utmost 
importance that the metal on which the deposit is to take place, 
should not of itself decompose the fluid, because, in that case, 
the duplicate is sure to be more or less impaired. To Dlus- 
trate this, zinc, lead, tin, or iron, in sulphate of copper, 
precipitate the copper immediately from it^ solution, but the 
former metals are dissolved exactly in equivalent proportion 
with the reduction of the latter. The solution of this metal 
impairs the surface, and renders the duplicate less perfect. 
This may be prevented, in a great measure, by taking care 
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that the Toltaic current is passing at the moment when the 
metal is plunged into the fluid ; and this mode of proceeding 
is supposed, by many, entirely to supersede the elective 
aflinity, as it is termed, or the spontaneous action of the 
metal on the fluid. But I can decidedly affirm, that no 
battery of large series will entirely prevent the solution of 
the more oxidizable, and the reduction of the less oxidizable 
metals, because it is impossible to protect by a negative 
tendency a metal where the hydrogen is in a condition to be 
absorbed* 

The metals which can be employed with advantage to 
receive a deposit of any other metal, are, therefore, those 
which are not acted upon by the particular fluid in which 
they are immersed ; those, however, which are but slightly 
acted upon, may still, in some cases, be employed. The 
same thing may be said of the non-metallic bodies when 
coated with a thin film'^of conducting substance, for it is 
essential, in order to make an accurate cast of any body, that 
it should not be decomposed by the fluid in which it is in- 
serted, but remain entire during the time requisite for its im- 
mersion* The following is a short list of substances whick 
may be used to receive the deposit of metal : — 



Carbon 


In all metallic solutions, acid, neutral, or alkaline. 


Platinuiii . 


In all metallic solutions 


, ditto 


ditto 


Gold 


Ditto 


ditto 




Palladium . 


Ditto 


ditto 




Silver 


In all alkaline, in all but the 


preceding, saline 




and acid. 






Copper 


Ditto 




1 


Lead 


Ditto 


ditto 




Bismuth 


Ditto 


ditto 




Antimony . 


Ditto 


ditto 




Tin 


Ditto 


ditto 


■- 


Iron 


Ditto 


ditto 




Zinc « 


In some alkaline 

NON-METALLIO SUBSTANCES. 


ditto 




Sealing-wax 


In all saline or acid solutions ; 


not in alkaline. 


White wax 


Ditto 




ditto 


Bees' wax and roe 


in • Ditto 




ditto 



Stearine 


In all 


Spennaceti 


Ditto 


Plaster of Paris, pre- 




pared t 


Ditto 


Some animal substances 


Ditto 


Most vegetable sub- 




stances • 


Ditto 
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In all saline or acid solutions ; not in alkaline. 

ditto 

ditto 
ditto 

ditto 

Now by the preceding table we perceive that some sub- 
stances may be immersed in one solution with impunity, while 
others would be destroyed by its action on them. It is, 
therefore, important to know, when we have a substance 
which is acted upon by any metallic solution, how to make 
a reverse from it that shall not be injured. For convenience 
a table is appended, showing at one view the modes of 
preparing moulds of different substances. The perpendicular 
row is a list of the objects to be copied, the horizontal the 
means of multiplying them. Suppose the operator had a 
valuable silver medal, of which he was desirous of making 
a fac-simile, he would look in the table against silver, and 
would there find that he could make a mould, or reverse, 
in copper, by electro-metallurgy ; but to this he would doubt- 
less object. He would then see by what other methods he 
could also make a mould, and he would find that he could 
succeed with each of the processes ^ven, and perhaps he 
would prefer plaster of Paris, as least likely to be injurious 
to his medal. Having made the mould in plaster, he would 
see from the former table, that when prepared it might b^ 
placed in any saline, or acid solution of copper, to form the 
fac-simile. 
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(13^.) Carbon, from its cheapness, from its indestructible 
nature, and from its being unaltered in all metallic solutions, is 
invaluable for electro-metallurgy. One variety of it, graphite, 
or plumbago, usually called black-lead, has a most extensive 
application, which we shall hereafter have occasion more espe- 
cially to describe. 

Platinum, from its being unaltered by any solution, holds an 
important place for the reception of every metal ; its great 
price, however, must always be an impediment to its general 
use. 

(133.) Gold is equally valuable with platinum, but is still 
more expensive ; yet when extended to that state in which it 
exists as gold-leaf, it may be applied over the surface of any 
soft substance, and thus a metallic surface is presented. This 
plan may be employed with other metals, such as silver or 
tin ; but we have other methods which render all these modes 
unnecessary* 

(134.) Silver only reduces gold, platinum, palladium, and 
two or three more metals from these acid solutions, and there- 
fore, may be employed as a negative one for the reduction of 
metals. Silver-leaf of a thickness of about one square foot to 
the ounce, and made of pure metal, is much used by the 
forgers. The process they adopt is, to place the coin to be 
copied on a piece of wood, and upon the coin they place a 
piece of this thin silver. They beat it gently with a wooden 
mallet, till a perfect impression is taken on the metal, a result 
soon obtained. They then copy the opposite side of the coin- 
in the same way. The two impressions are then soldered 
together, and the manufacturer sallies forth and risks his neck 
for the illicit shilling which has cost him this labour. The 
reader will doubtless have no inclination to practice this 
fraud, and, therefore, it is unnecessary to enter farther into tha 
process ; but it should be borne in mind, that the same means 
may be employed with a better intention by the electro- 
metallurgist, to obtain a mould. 

N 
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Copper may be used for the reception of many metals, but 
unless the object to be coppered happens to be a mould, we 
cannot easily make a reverse in this metal, except by electro- 
metallurgy. 

(135.) We have now to treat of the alloys of lead, tin, 
bismuth, antimony, and zinc, which demand especial atten- 
tion, because there are means of casting these alloys, and of 
making reverses, moulds, and medals, by more ready methods 
than we possess for any other metals. It has been remarked 
that these alloys have melting properties, not only below the 
mean of the melting points of the respective metals which 
compose them, but even some of them considerably below the 
ftising point of the^ most fiisible metal that enters into their 
composition. To some of these alloys we owe the manu&c- 
ture of type, to others the process of stereotyping, to others 
that of polytyping or clich^e. The composition of the type- 
metal is stated to be 1 part of lead to 16 of antimony, 
and sometimes a portion of copper • is added ; this propor- 
tion probably varies at each foundry ; as they generally 
consider that part of the business a secret. Other compo- 
sitions are given as 6 to 2, 4 to 5, or 4 to 1 of antimony 
to lead. In the foundry there are a number of crucibles, 
each heated by a charcoal fire, one being allowed to each 
workman. To make a type, the operator takes a little of 
the melted alloy in a small ladle each time, and pours it 
into the mould which has the counterpart of the letter he 
wishes to make. The moment it is in the mould, he car- 
ries it suddenly upwards with a jerk, above his head, by 
which means the metal is forced into all the fine parts 
of the work, and a good impression is insured. Now we 
might expect that those who day by day work at this occu- 
pation, would attain to certainty in their proceedings; but 
this is by no means found to be the case, for they form a very 
large number of imperfect types which are obliged to be 
re-melted. I give this process to show that with those about 
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to be detailed a strong analogy to coining is presented. In the 
first case, it is with a fluid, or semi-fluid, metal ; in the last 
with a solid mass. The alloys which may be used for these 
purposes are very various, according to the object from which 
we desire to obtain a reverse, for as a great latitude is allowed 
in the frising point, so at one time we prefer the more ftisible, 
at another that which melts at a higher temperature* 

The following is a list of alloys which are employed 
by various authors, to which should be added all the compo- 
sitions of type-metal, last described, and as antimony pos- 
sesses the property of expanding in the act of cooling its alloys 
are well adapted for casting. 





Tin. 


Lead. 


Bismuth. 


Zinc. 




1 


4 


. 1 


. 


. 


- 


2 


. 5 . 


10 


1 . 







3 





. 1 


. 1 


. 




4 


. 1 . 


1 


. 







5 


3 


. 6 


. 8 


. 


fuses about 212o Faht. 


6 


. 1 . 


1 


2 . 





said to fuse at Faht. 200. 


7 


1 


. 2 


. 3 


. 


ditto 200. 


8 


. 1 , 





1 . 


1 


ditto 200. 



The alloy No. 5 is called the fusible metal of Sir Isaac 
Newton. No. 6 is the Aisible alloy of Bose. The two last 
are after the French. Sometimes a little mercury is added 
by the instrument-makers to render the alloy more fusible, but 
this ought always to be discarded in electro-metallurgy. 

All these compounds are used at a point between the 
fluid and the solid state, for at that heat they assume a pasty 
appearance, which is probably caused by the alloy consisting 
of two parts, one more fusible than the other. In fact, if 
we examine the mass very attentively, it appears to be com- 
posed of a quantity of perfectly solid metal in a fine state of 
division suspended in another portion of alloy perfectly fluid. 
Having obtained our alloy in this state, it is ready for thd 
process of making oar reyerse, and this process is termed the 
cliche. The alloy marked I, 2, 3, 4, as well as the composi- 
tions for type-metal, will answer for iron, brass, copper, or 
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other hard snbstaiices ; peifaaps No. 2 and No. 3 will be found, 
after type-metal, entitled to the piefer^ice. When we desire 
to cliche from wood, solphnr, or from another cliche, we must 
employ those alloys which fnse more readily, and Nos. 5, 6, 7, 
and 8 come into use. K hard metals are used from which 
to cliche, we should take care to dean them thoroughly 
before using, and always emjdoy them in a cool state. In 
using one cliche for making a second we must take care 
to employ a less fusible alloy for the first than for the 
second, thus the type-metal and Nos. 1, 2, 3, 4, answer as a 
primary mould to make casts in 5, 6, 7) 8. To cliche from 
Plaster of Paris, the material must be prepared either by 
linseed oil, gum, or gelatine, which processes will be described 
when treating of those substances, and sulphur moulds must 
be employed within a few hours of their manu&cture. 

The simplest mode of making a cliche is to pour a little 
of the fosed alloy on any flat sur&ce, then to skim it clear 
with the edge of a card that the sur&ce may be most 
perfectly bright, after which we should wait till it is nearly 
Q,t the point of cooling, when with a considerable jerk the 
matrix is to be brought down upon the aQoy, by which opera- 
tion the fluid part will be forced out in all directions, and a 
reverse equal in polish, sharpness, and beauty to the original 
will be instantly obtained. If the alloy is used too hot, the 
surface is apt to present a crystalline appearance ; it is there- 
fore, very important that the object should be cool enough to 
make the alloy perfectly hard, as soon as the blow has driyen 
the metal into all the finest lines. When taking a cliche 
from an intaglio the air has not always time to get away, in 
which case little holes or bubbles are rery apt to be caused. 
The surplus metal round the edges of the mould so formed 
is then trimmed off in a lathe, but this operation is generally 
unnecessary for electro-metallurgy. 

The Italians have a method of taking very perfect moulds 
with these alloys. They take a portion of the melted mass, 
and place it on a piece of paper ; upon this they lay the 






medal, and under both a piece of carpet ; upon the medal 
they place a log of wood, and then a sharp blow on the wood 
will eaiBiire the sharpness of the cast. The worth of a cast 
thus made, is &om sixpence to half-a-crown. I have be- 
fore mentioned, the cliche is nothing but a process of coig- 
mg, and sometimes a sort of coining press is used for these 
purposes; the medal or other object is fixed either by mastic 
or by screws on a piece of p^. jg 

metat (a), which descends 
with force on the semifluid 
alloy. Previously to the 
operation of striking, the ob- 
ject is suspended by a cord 
passing through a ring, and 
attached to the rod of iron 
connected with the piece of 
metal (a). When every- 
thing is ready, the doors are 
shut and the cord let loose, 
which allows the object to fell 
with great force on the metal. 
An impression may be 
given to a perfectly clean 
bright sur&ce of sheet lead, 
by placing upon it the object 

to be copied, and then with a steady hand dealing a heavy blow. 
By this mode even a sealing-wax impression may be copied,, 
although this, at first sight, would appear hardly credible. By 
pressure alone, it would be difiicult to obtain the result which 
can be given by the blow. Boiled lead, first scraped, in order 
to remove uiy oxide from the surface, and then flattened by 
running it through a press npon a polished iron plate, will 
readily take the impression of the most delicate work or en- 
graving. The object to be copied is amply to be placed upon 
the lead, and then the two are to be sent once, and once only, 
through the printing-press, as in the ordinary operation for 
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taking a print. The pressure in rolling is far greater than can 
be given by direct pressure, though there are instruments used 
by embossers capable of exerting great power. The disadvan- 
tage of forming moulds by rolling is a liability of distortion 
o{ the image £rom imperfect stretching of the metal. 

The stereotype is not of much value for electro-metallurgy; 
moulds made of stereotype metal may, however, be employed 
should there appear to be any occasion to use them. Stereo- 
type-casts are only made practically from plaster of Paris 
reverses: thus to stereotype this page a plaster-cast would 
be taken of the type when set up, and this would then be 
thoroughly baked in an oven to expel all moisture. The 
plaster-mould is next placed face downwards in a box, and 
confined in that situation by a plate of iron, when the whole 
apparatus is lowered into a caldron of melted alloy kept over 
a fire. It is sufiered to remain in that situation a few mo- 
ments, when it is withdrawn, and the vacuity caused by the 
contraction of the metal during the process of cooling is sup- 
plied by the workman. 

(136.) Non-conducting substances are of three kinds ; sub- 
stances having no affinity either for the metal or the solution ; 
substances acted upon by the solution; and, lastly, sub- 
stances capable of combining with the metal thrown down. 
Those of the first class are by far the most valuable, but 
are not very numerous. The best of these is sealing-wax — 
a composition of shell-lac, Venice turpentine, and colouring 
matter. Dr. Ure gives, as the proportion in which these 
are used, four, one, and three. The manufacturers have 
several varieties, the most expensive of which is the best 
for making seals. Some of them are extremely hard, as for 
example, a black wax which is used for filling up the letters 
in the engraved plates of shop- windows, but I do not know 
how a difierence of composition can afiect the properties of 
the wax in this important manner. The use of sealing-wax is 
attended with considerable expense, as good wax cannot be 
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purchased under three and sixpence or four shillings a pound, 
but it takes impressions of objects of the greatest delicacy 
with the utmost accuracy. Every one uses this substance, 
and sealing is one of those operations in which every one 
thinks that he excels his neighbour in the manner in which 
he performs it ; but, however well satisfied he may be with 
his skill in the small way, yet the management of large seals 
is attended with great difficulty and un- 
certainty. Proof-seals are made by en- 
gravers, by holding a piece of card over a 
flame, and rubbing, gradually, a stick of 
wax, previously softened by heat, upon 
the heated card, till a sufficiency isobtain- 
ed, when the coin is to be pressed upon it. 
.Very large seals are made by taking a 
good-sized stick of wax, and holding it in 
a flame, not only till the point, but even 
three or four inches of its length are lighted. It is then to be 
held over a piece of paper or card, when large drops of melted 
wax will keep falling, and in a short period a considerable 
quantity will be melted. The flame of the stick is to be blown 
out, and the fluid mass well stirred round and round, till all the 
air-bubbles are dispersed, and a clear surface of semi-fluid wax 
is exposed. It is now ready to receive the impression of the 
object of which we are desirous of obtaining a copy. This is 
to be laid upon the wax, and pressed vrith considerable force, 
and lastly plunged into cold water, so as to cool it suddenly. 
Much less difficulty attends the use of a metalUc die, for that 
abstracts the heat, and does not adhere. The accuracy with 
which sealing-wax takes impressions with care, is shown by 
its copying the lines on mother-of-pearl, and analogous sub- 
stances, which naturally possess the property of decomposing 
the rays of light, and the same colours which exist in the 
original are also to be observed in the copy. 

When we are desirous to obtain an impression in wax 
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from wood or similar sabstances, they should be previously 
brushed over with a little salad oil. In these cases, by plung- 
ing the wax into cold water, its surface is apt to sink in 
places, and thus becomes uneven. Very large seals have 
been made of sealing-wax, by means of placing the mould on 
the semi-fluid composition, and subjecting it to hydrostatic 
pressure. In this way the late Mr. Bate succeeded in 
making perfect seals of four or more inches in diameter. 

(137.) White wax may be used for taking casts, and can 
be procured with least expense by buying the waste ends of 
wax candles, which may be readily melted over a lamp. 
The object to be copied is to be very lightly oiled with a 
hogVbristle brush previously dipped in that fluid. A 
moments exposure of the medal to a current of steam, or 
even to the breath, will answer the same purpose, because 
a film of water, for which wax has no aflinity, covers the 
medal, and, therefore, causes a separation between the wax 
and the metal. A narrow strip of paper should then be pro- 
cured which is to be wound round the object to be copied, 
and kept in its position by a piece of twine tied ^^' 18- 
around it. The ends of the paper may be even 
still better kept together by a little bit of melted 
sealing-wax* If the object to be moulded hap- 
pens to be a medal, this is easily accomplished^ 
and in other cases the same thing may be with 
but little more difficulty effSected, By this proceeding we form 
a kind of rim to the medal. The fluid wax is then to be poured 
into the cup thus formed, care being taken that no bubbles of 
air adhere to the medal. The heat at which the melted wax 
is used influences the success of our operation. If the object 
to be copied be small, it need not be so warm as if it were of 
considerable size. The conducting power of the body requires 
a similar regulation of temperature, for if it be a good con- 
ductor, a metal for instance, it has the power of abstracting 
the heat from the melted wax so rapidly that a higher tern- 
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perature must be employed. As a general rule, the surface of 
the object diould be entirely covered with fluid wax a second 
t>r two before hardening commences at any one point, and in 
the same way the wax should not be so warm as to remain 
long before it begins to set firm. It is then su£fered to remain 
not only until it becomes solid, but even quite cold, which will 
not take place in less time than two or three hours, on account 
of the wax being a bad conductor of heat. It may then be 
taken off by gently pulling the wax-cast firom the medal. 

Plaster-casts may be even copied in wax, by simply oiling 
the plaster with a little sweet oil, previously to pouring in the 
fluid, and thus a perfectly sharp reverse of the plaster will be 
obtained. A still better method of taking a reverse firom 
plaster, is to let it absorb as much hot water as it will take up 
without any remaining on the surface. For this purpose the 
cast is placed in water not above half its height, and as the 
water penetrates by capillary action, .the surface begins to 
assume round the edge a slightly dark colour, and the eye 
<;an accurately trace its progress till the action is finished. It 
is then to be enclosed in paper, and melted wax poured upon 
it whilst it is warm ; after which the whole is to be allowed 
to cool^ when the wax will separate from the plaster with the 
greatest facility. In this process much of the success of our 
labour depends on the quantity of water employed, a very 
nice adaptation of that being requisite. If there is too much 
water it will then be drawn up between the wax and the 
plaster, after the former has been poured upon the cast, and 
a wavy hollow surface will be given to the mould which com- 
pletely unfits it for electro-metallurgy. If too little water be 
used the wax will penetrate into the pores of the plaster of 
Paris and adhere to it. The plaster must not be soaked in 
water one minute longer than necessary, for that will soften 
the structure, and render the surface infinitely more liable to 
tear up and be destroyed upon the separation of the wax 
reverse. Should the slightest adhesion exist, it shows that 

o 
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the plaster has not absorbed sufficient water, a circumstance 
which the operator must avoid another time ; if, however, a 
very slight adhesion should exist, it may, generally, be over- 
come by soaking the monld and cast for a few minutes in water, 
when frequently a spontaneous separation will ensue. Those 
engaged in making moulds do not esteem wax as the best 
substance for taking casts, and, perhaps, with justice, from the 
reverses made by this substance not entirely possessing the 
sharpness of the original, the edges of the sharp parts fre- 
quently being rounded and duU. 

The substance called stearine makes, also, excellent moulds, 
for which purpose, I believe, it has been much used by 
Jacobi. Stearine is made from common tallow, by pressing 
it with an hydraulic machine and squeezing out the fluid parts. 
This process is, however, imperfect, a portion of the oily 
matter being always left. The metallic-wick candles are said 
to be an example of this mode of proceeding. A &r better 
operation of preparing this substance is to saponify the tallow 
by potash, soda, or, what is more used, lime, and then decom- 
pose the soap thus formed with dilute sulphuric acid. In this 
way excellent stearine candles are made, which, in illuminat- 
ing powers and cleanliness, are inferior to none. The obser- 
vations applied to wax are suitable also to stearine, the pro- 
ceeding in both cases being alike. The price of raw stearine 
in London, at the present time, is about one shilling a pound. 
Spermaceti is perfectly analogous to stearine in its properties. 
It is the solid part of the oil of certain whales, particularly of 
the phjfseter macrocephalus^ or sperm whale ; the best is to be 
obtained from the head of the animal. It is to be used in the 
same manner as wax and stearine. 

(138.) A mixture of equal parts of bees^-wax and rosin 
may be employed for taking casts, and may be used in a 
similar manner to wax ; sometimes they add a little turpen- 
tine, and increase the quantity of rosin. This composition is 
used a great deal by the Italians, but care must be taken not 
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to use the fused mixture too hot. The composition should be 
melted, and then allowed to remain till the bubbles have dis- 
persed, and till it becomes nearly as thick as treacle, when it 
is to be poured over the object, in the same way as wax. 

(139.) Of the second kind of non-conducting substances, 
there are several varieties : paper, plaster of Paris, &c., which 
are acted upon by the fluid. Paper is of no great value for 
obtaining a reverse from any object ; by the embossing ma- 
chines, however, we can obtain from metals and hard sub- 
stances, a cast like the ordinary stamps, and we can effect the 
same result by placing two pieces of paper over the object 
and rubbing the upper one with a black-lead pencil, by which 
means the paper is forced into every depression. Paper ra- 
pidly absorbs the fluid of the solution, and becomes rough, 
and, therefore, must be treated with various substances, in 
order to give it a perfectly uniform surface. It may be 
brushed over with a little drying oil, such as linseed or nut 
oil, to the former of which I give the preference. The oil 
should be thoroughly boiled, that it may dry as quickly as 
possible, after its application to the paper. The substance to 
which the oil is to be applied, should be clean. It is then to 
be brushed lightly over with a camePs hair brush till all 
absorption ceases, and the surface is left shining, owing to the 
small quantity of oil still remaining upon it. Great care must 
be taken that the plaster, or paper, be just saturated, and no 
more, as the superfluous oil, by drying on the surface, will fill 
up the space between the fine lines. The paper must then be 
left to dry for about twenty-four hours, and, if possible, exposed 
to sunshine, as the rays of light fevour the absorption of oxy- 
gen, a circumstance absolutely essential to the drying of lin- 
seed oil. It is then ready to receive some conducting sub- 
stance, of which I shall hereafter speak. This mode of treating 
paper appears, for most purposes, to be superior to every 
other. 

Varnishes may be applied for the same purpose, and as 
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some of them dry more quickly than the oils, their use is 
attended in some cases with advantage. The principal of 
these is the white hard, copal, mastic, and carriage varnish. 
The -first dries in a few minutes, and should be applied until 
9 small quantity bears out from the surface. It is best adapt- 
ed for highly-glazed papers, where the quantity of size pre-f 
vents the absorption of the more viscid varnishes. The masti^ 
fulfils its purpose very well, but no particular advantages 
attend its application. The carriage-varnish may be some? 
tinies used, but great care must be taken that it does not clog 
\ip the fine lines, otherwise it is a most valuable varnish for 
this purpose, and leaves a very smooth surface. It would be 
in vain to describe all the modes which may be adopted to 
render paper non-absorbent and smooth, — it is the principle to 
which I wish to direct particular attention. Sometimes a 
mixture of beesWax and rosin previously fiised, may be 
9'Pplied, particularly to the absorbent papers. The paper 
should be held over a flame so that it does not bum, and the 
composition rubbed upon the opposite side to that on which 
we desire to make the copy, till the paper is thoroughly infil- 
trated, when it will be found not to pass beyond the surface. 
The paper is hard in a few minutes, and ready for the solu- 
tion. This is an excellent process, and one which may be 
frequently adopted. Sometimes rosin itself may be used, but 
it is apt to be brittle. Other substances may be employed 
in a similar manner, as balsam of Canada, &c. 

(140.) The preparation of plaster of Paris is of the utmost 
importance, and the destruction of its absorbent property is 
to be effected by means similar to those employed in the pre- 
paration of paper. Plaster of Paris is sulphate of lime, or 
gypsum, deprived of its water of crystallization by heat. In 
this state it has such an affinity for water, and is capable of 
taking up so much, that when the powder is mixed with 
water till it becomes of the consistence of cream, it sets after 
a few seconds into a hard mass. In the manufacture of 
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plaster-casts, we must pay attention to several little niceties, 
in order to get rid of all the air-bubbles. These arise from 
two causes, either from the adhesion of the air to the plaster, 
or from the plaster carrying down air with it, when added to 
the water. The first is to be remedied by using fresh burnt 
plaster, which is always adopted by the cunning stereotypers, 
for they state that if it simply stands a fortnight, the casts 
will not be so good. The workman cannot explain this, but 
the rationale was well known to Mr. Wyatt, our celebrated 
sculptor, who told me that he attributed it to the adhesion of 
the air ; and that thus many delicate casts were injured. 
He places the dry plaster in a saucepan over the fire, and 
heats it, when it heaves from the discharge of the gas, 
and is then ready for use. When we desire to make a^ 
plaster-cast, a sufficient quantity of plaster should be placed 
in a basin, and water poured upon it till it is completely 
covered. The bubbles having ceased to rise the plaster and 
water are to be thoroughly mixed by rubbing them together. 
Mr. Williams, in an interesting lecture delivered before the 
Boyal Institution, recommended that a basin of water should 
be taken, and the plaster gently shaken into it, and allowed 
to stand for half a minute, when the superfluous water was to 
be poured off, and the semi-fluid mass remaining being stirred 
up is then in a state ready for use. Now these two processes' 
are somewhat the reverse of each other, but both agree in 
principle: that is, by both methods the operator endeavours to 
get rid of adherent air as much as possible. Some excellent 
mechanics declare that the first method is the best, others' 
that the last is the only one that can be adopted with success, 
but as both sets of workmen turn out equally good impres- 
sions, we need not be very particular which we follow; in 
either case, however, we must take care not to over-saturate 
the plaster with water, for although the plaster will still set, 
it does not sufficiently harden. For all electro-metallurgic 
purposes it in preferable to have plasters as hard as possible, 
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therefore, we mnst take care to use rather more plaster of 
Paris in our mixtiire. 

The sur&ce to which it is to be applied, should be slightly 
brushed oyer with a veiy small quantity of salad oil. A 
little fluid plaster may then be poured on the cast, and with a 
hogVbristle painting brush, thoroughly rubbed into all the 
fine parts, which wiU preyent the adhesion of any air-bubUes 
in the plaster which might preyent a perfect impression. 
Another portion of plaster, sufficient to giye the desired 
thickness is now to be added, and time must be giyen 
for the whole to set, when it should be remoyed from the 
mould, and gently heated oyer a fire to driye off excess of 
moisture. It is then found to be exceedingly hard, and 
ready to receiye substances to destroy its absorption. 

The great adyantage of plaster of Paris is its applicability 
to nearly all cases, for it may be employed with all metallic 
substances. Oasts can also be made with the utmost sharp- 
ness from sulphur, and it deliyers so admirably from moulds 
of that substance, that the Italians use for their medallions 
almost exclusiyely sulphur-moulds. It is eyen possible to 
take a plaster-cast from a plaster-mould by preyiously satu- 
rating the mould with boiled linseed oil, but, howeyer, the 
Italians do not consider these moulds form such sharp casts 
as those of sulphur. Bough and large objects are occasionally 
copied from plaster-moulds by simply soaking them preyiously 
to the operation. There is no difficulty in taking moulds 
from wax, bees^-wax, and rosin, stearine, spermaceti, animal, 
yegetable, or, indeed, almost any organic substance. Plaster 
of Paris is frequently coloured in yarious ways to suit the 
fancy of the operator, and a pretty effect is sometimes pro- 
duced by using two colours of plaster, one being first em- 
ployed for the sunk parts of the mould, the other being 
applied oyer that to the flat parts, so that when the cast 
is remoyed from the mould, all the rilieyo is of one colour, all 
the flat portion of another. 
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(lil.) There are rarioua modes of filling plaster-eaatB to 
render them iDcap^le of absorbing fluid. These m&j, how- 
ever, be divided into tvo classes, the application of solid 
sabstuices, as stearine, wax, &c., by the employment of heat, 
and of snbetanceK in solution, as Tarnishes, &c. It may seem 
iinueceBsarT to deUul sach a variety of modes for obtMning 
the same object, bnt as we do not always have the best at our 
command, we are glad to avail oorselves of some other material 
which will answer nearly equally well. The application of 
solid substances rendered fluid through the agency of heat is 
effected in every caae in precisely 

the same way, a minute descrip- 

tion of one will, therefore, suffice 
for all. This mode of treating 
plaster-casts is to place them in a 
flat dish with the material, which 
should not exceed half the height of 

the cast, and the heat employed ^ould be sufficient to render 
the composition perfectly fluid. The heat may be applied by 
means of a lamp, or gas-lumace, the top of a stove, or the hob 
of a fire, and the temperatnie should be raised a few degrees 
above the melting-point of the substance. The plaster pre- 
viously to this operation, although well dried, will part with 
more water, which, passing off in the form of steam, gives 
an appearance of boiling. After it has remained in this 
state for a short period the cast is to be removed from the 
fluid. The temperature at which this operation is performed, 
influences the success of the process, for if taken out at too 
low a heat, a portion of the substance, be it wax, tallow, or 
stearine, will conge^ on the surface of our mould, and much 
impair its sharpness. If removed at too high a heat the fluid 
remaining upon the surface, will rush into the pores of the 
plaster, and not sufficiently fill its texture. I like to see the 
surplus fluid on the surface of the mould gradually and 
quietly entering, taking its own time, being first absorbed at 
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the 6ircumference, and gradaally lessening till the whole has 
penetrated into the monld« For different processes we require 
a^ more or less, perfect filling. When we are only desirous 
of using our mould for simply making a metallic reverse, 
^ les9 perfect preparation will suffice, and fifteen minutes^ 
exposure to heat will be found ample enough ; if, however, 
we want most thoroughly to protect the plaster, the cast 
iniist be left for nearly an hour, and boiled at a higher heat 
till the steam ceases to rise &om the mould. If the plaster is 
thus thoroughly saturated, it will become semi-transparent, 
and the light of a candle may be distinctly seen through 
it. When the plaster is cool, a uniformly smooth, polished 
appearance will be given, and nothing will be left on the 
surface, if the operation has been properly performed. My 
experiments on plaster have been more extended than may 
at first sight seem necessary, because &om the first it 
appeared to me obvious that this was the substance on which 
electro-metallurgy must be dependant for a very extensive ap- 
plication. Its mode of moulding is comparatively so simple, so 
economical, and so effectual, that it is applicable from the 
smallest medallion that the genius of a Wyon can produce, 
to that gigantic statue of the immortal duke, which, when 
completed, will be an everlasting monument to the ingenuity 

of Wyatt. 

The substances used to fill plaster need not be lost, for 
after the mould has been used, by throwing it into hot water 
acidulated with dilute sulphuric acid, the substance will leave 
the plaster, and float at the top of the liquid, whilst the water 
will combine with the plaster, and remain at the bottom of 
the vessel. My attention was first directed to the use of the 
acid by Mr. De la Rue. During the immersion of the pre- 
pared plaster in the solution, a soap of copper is formed which 
the acid decomposes and sets free, and thus by this chemical 
trick we employ our preparing substances over and over again.. 

There are several analogous materials which maybe em- 
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ployed without difficulty for filling plaster, I generally give 
the preference to stearine, because it is cheaper and more 
cleanly than the other substances. From the best stearine 
we pass by every grade to stearine prepared by pressure, to 
hard mutton &t, and at length to ordinary tallow. This is 
well adapted for filling plaster. It is readily melted, and 
from its fluidity passes into the numerous pores of its tex- 
ture. It is as well to boil the cast for some considerable 
time in the tallow, then drain off the superfluity, and, after- 
wards, leave it in a cool place to harden. By boiling, I do 
not mean that the tallow should boil, but that the vapour 
from the plaster should give an appearance of boiling ; in 
general the hardest tallow should be selected, but good can- 
dles answer every purpose. The elaine in the tallow, perhaps, 
helps importantly to protect the plaster, and, therefore, in very 
large caats is valuable. 

Spermaceti also renders plaster nourabsorbent, and is to be 
applied in the same way as the tallow. Spermaceti, as sold 
for candles, answers the purpose admirably. 

White wax, such as that obtained from wax candles, 
suffices very well to prevent the absorption of plaster, and 
is very easy to apply. 

Equal parts of bees^-wax and rosin previously fiised, may 
also be employed vrith advantage to fill the plaster. The 
more rosin contained in the above composition the higher will 
be the heat required for its perfect frision, and although rosin 
will answer by itself, yet it cannot be made to penetrate more 
than a very short distance into the texture of the plaster, 
though a hard, clean, non-absorbent surface, can by this 
means be produced. A solution of rosin in oil of turpentine 
may be used, but it is difficult to drive off all the turpentine. 
A mixture of rosin and grease may also be employed. 

Fluid substances, and substances in solution are to be 
applied in the same way as solid materials in a state of frision, 

p 
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the greatest care, however, being required to prevent any of 
the preparation remaining on the surface. 

The application of boiled linseed oil is another mode which 
may be practised. It should be applied to the cast until a 
very minute quantity remains unabsorbed on the sur&ce ; it 
is then to be dried, and this is best accomplished by &ee ex- 
posure to sunshine. The mere hardening of the exterior film 
does not indicate a sufficient dryness for the object to be 
placed in the solution, it being necessary that the oil should 
be somewhat dry throughout. If the object be placed in the 
solution previously to its being dry, the oil will separate 
from the plaster, the solution will act upon the cast, and both 
cast and solution will be materially impaired, if not utterly 
destroyed. Plaster requires a large quantity of oil for its 
saturation, perhaps as much as half of its bulk. The casts 
should not be over-dried when the oil is applied, as the oil 
does not then so readily harden. 

The same observations which apply to varnishes, balsam of 
Canada, Venice turpentine, &c., with respect to their appli- 
cation to paper, apply also to plaster articles. Of varnishes, 
the mastic, and white hard are the best, but the methods 
described above are superior to those in which any of the 
varnishes are used. Experiments have been tried upon every 
other substance likely to be useful, but these it is needless to 
describe. 

I am tempted to give a table of the substances which may 
be applied to plaster, as a summary of the results of my ex- 
periments, taking into consideration their relative efficiency as 
well as cheapness : — 



Tallow 


Nut oil 


Stearine 


Solution of rosin in turpentine 


Spermaceti 


Balsam of Canada 


White wax 


Mastic varnish 


Bees'-wax and rosin 


White hard varnish 


Rosin 


Lac varnish^ &c. 


Linseed oil 
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Sometimes we are desirous of hardening plaster, which we 
effect in two ways, either by filling it with a solution of gum 
arabic, or strong size melted. The French authors state 
that by these processes we are enabled even to take a cliche 
from plaster. 

(142.) The third class of substances, which comprises those 
which are acted upon by the metal reduced from the fluid, 
are few in number ; yet, unfortunately, this class contains one 
substance which takes finer casts than any other, and that is 
sulphur. The newly-precipitated metal no sooner comes in 
contact with the sulphur than it combines with it, forming a 
sulphuret, and the cast swelling enormously, is quite disin- 
tegrated. The only mode of remedying this is to coat the 
sulphur-mould with a varnish, such, for instance, as white 
hard and mastic, of which a very thin layer should be ap* 
plied. Sulphur-casts, however, have not answered well under 
any treatment, and as we have so many other modes of taking 
casts, there appears no inducement to follow the subject 
farther. 

Jacobi, indeed, mentions that sulphur may be employed 
for the reception of copper, but probably it was an inadver- 
tent assertion made by classing it generally with all other 
non-metallic bodies. 

Although sulphur cannot be thus employed directly in the 
metalUc solution, it makes most admirable moulds from which 
to take plaster-casts. For this purpose a stick of sulphur is 
melted in a pipkin over a lamp or fire when it is ready for 
use. The heat should be applied gradually, for being a bad 
conductor, one part is apt actually to sublime and be on fire 
before another is in frision. It is always as well to have 
a piece of old carpet at hand to place over the vessel should 
the sulphur catch fire. It may be used for most metallic suiv 
&ces, taking care previously either to moisten them with 
vapour, or to oil them. It may be employed for plaster- 
casts either wetted with water or oiled, and it may be used to 
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make a cast from a sulphur-mould. This is rather a nice pro- 
cess, but it is done as follows :— The sulphur-mould is oiled, 
and the melted sulphur is allowed to remain till very near the 
point of cooling, when a little is poured into the mould, and 
immediately poured out again, so that the smallest possible 
quantity is left. This is allowed to cool, when a little more 
sulphur is poured in, and again poured out, and these pro- 
cesses of pouring in, and pouring out, are respectively repeated 
till a sufficient thickness is produced to give strength to the 
medal. Sulphur is a bad conductor of heat, and is apt to 
crack to pieces from a very slight exposure to that agent. 
Sometimes the heat of the hand will make the n^uld fly 
to pieces, and even, occasionally, the warmth generated during 
the solidification of the plaster. It is stated by French 
authors, that this brittleness is not to be seen for two or three 
hours after it has been melted, and in that state it may be 
used for the clich^e. Where appearance is an object to the 
modeller the sulphur is coloured, either \^dth vermilion, char- 
coal, red chalk, Prussian blue, or plumbago, all of which 
tend probably, but especially the latter, to render it less 
brittle. A very general belief exists amongst chemists 
that sulphur when employed for taking moulds Is used in 
the peculiarly thick state which it assumes after it has 
been heated to a considerable degree, viz., between 400 or 
500° Faht., and plunged into water. Thus treated, it re* 
mains for some time in a soft condition, and of a very red 
colour, but, as far as I can learn, there is no foundation for 
the opinion. 

Sometimes bread-crumbs are used for moulding. The 
inner part of the loaf of bread is moistened with water, 
and thoroughly kneaded in the hand, like paste used for 
catching roach. The substances should neither be so moist 
as to adhere to the object, nor so dry as not to mould properly. 
It is, then, to be pressed upon the cast about to be copied. 
This is not a very valuable mode of proceeding, but some 
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years ago It was extensively x/jsed for what were ciedled bread- 
seals. 

Glue is also, occasionally, employed for moulding. It is 
melted in the usual way by soaking it in water for twenty- 
four hours, and then boiling it at a moderate temperature — 
the glue-pot, in fiict, forming a water*bath. The especial 
purpose for which it is used is to overcome the difficulty 
which presents itself in moulding any object much undercut, for 
then the elasticity, flexibility, and general yielding nature of 
this substance is so great that the most irregular objects may 
be copied by it. Glue and whiting are much used for picture- 
frames, and other similar ornaments, but this composition will 
not prove of much benefit in electro-metallurgy. The last 
substances cannot be used as the negative pole in metallic 
solutions, but, perhaps, in some few cases they may be useful 
to the operator for taking other casts which may be used to 
receive the metallic deposit. 

(143.) Non-conducting substances may be copied or multi-* 
plied by depositing a thin film of any conducting substance 
upon this ; and gold, silver, bronze, or copper powder, might 
be employed for this purpose. 

There is another, process by which non-conducting sub- 
stances, such as animal matter, vegetables or minerals, may 
be coated with the finely-divided metal. The object is to be 
brushed over with a small quantity of the solution of any salt 
of gold, silver or platinum, and in that state is to be exposed 
to the vapour of phosphorus obtained from the evaporation of 
either an alcoholic or etherial solution, when immediately a. 
deposit of finely-divided metal will take place on the surface* 
It has been supposed that this is a phosphuret of the metal, 
but if a little piece of phosphorus be placed in a solution of 
gold, silver, platinum, or coppier, the phenomenon will be ex- 
plained, as the respective metals will coat the phosphorus. 
The deposit of copper is particularly beautiful, and it is 
strange that I cannot find any notice of it. 
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The substance to be copied may be alsd brushed over with 
a solution of any of the metals last mentioned, and exposed 
either to sunshine or to heat, when reduction will take place ; 
but the process is tedidus, and is, therefore, very rarely em- 
ployed. Any other mode by which the metals may be 
reduced, would suffice ; as, for instance, their reduction by 
proto-sulphate of iron, or hydrogen gas. 

Gilding, silvering, or coppering objects by means of their 
respective leaves may be employed ; yet all these modes are 
imperfect, and we have no need of any metallic covering 
whatever, as other means answer the purpose better, and are 
even more simple and cheaper. 

(144.) The best method of giving a non-conducting sub- 
stance a thin conducting layer, is the application of carbon, 
either charcoal or powdered black-lead. It is only necessary 
to brush these substances over the object till the thinnest film 
is obtained, as that will be amply sufficient for the purpose 
for which it is wanted. The black-lead is the best, on ac- 
count of its peculiarly unctuous nature, which enables its ap- 
plication to be made with the greatest ease, either by a 
cameFs hair, or hog^s bristle brush, according to the nature of 
the substance to be covered ; care must, however, be taken, 
that the interstices between the fine lines are not blocked up, 
as this would, of course, render the duplicate imperfect. Oc- 
casionally, there is some difficulty in making a thin film adhere 
to the surface, but if it be an object where perfect sharpness is 
not indispensable, a small quantity of varnish may be applied ; 
a proceeding which is suitable to earthenware. Sometimes a 
little spirit of wine may be used, when a cast is capable of 
being acted upon by that fluid, as sealing-wax, but great care 
must be taken not to render the sur&ce rough. Upon many 
substances, the black-lead may be made to adhere by simply 
breathing upon the object. In whatever manner we cause its 
adhesion, it is important always to bear in mind, that it is of 
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more consequence that a smooth polished sm*iace of black-lead 
be exposed, than a thick and rougher coating. 

The different opinions which are entertained as to the ap- 
plicability of black-lead for this purpose, are o¥ring entirely to 
the fitct, that great difference exists between samples of that 
article ; for if it be not really carbon, it is absolutely a non- 
conductor, and I have found a number of pieces totally in- 
actiye, while others were most excellent conductors. The 
action or inaction of different pieces, before grinding, is not all 
dependent on their hardness, for I possessed a piece of that 
variety, called by the pencil-makers rock, which completely 
annihilated the teeth of three of the saws with which I at- 
tempted to cut it. I then sent it to a celebrated mechanic, 
for the purpose of having it sawed, but he succeeded no 
better than myself; in fact, nothing but a diamond would 
have made any impression upon it, and yet it was one 
of the best pieces for voltaic purposes which I ever pos- 
sessed. Sometimes, on the contrary, hard pieces are of no 
value, whilst soft ones are excellently adapted for galvanic 
purposes. There is no method but direct experiment, by 
which the conducting quality of any particular sample of 
black-lead can be ascertained. There are not two shops 
where it can be bought alike, so much being either naturally 
bad, adulterated, or ill-prepared. Perhaps the best test of 
good black-lead, is to take a pinch between the finger and 
thumb, and preds it ; when, if good, it will cake together and 
adhere. If charcoal be employed, it should be well burnt, 
and in the finest possible state of division. The prepared 
charcoal of the shops exists in the state of an impalpable pow- 
der, but it is diffictdt to apply it. 

(145.) Of all these various methods, none is, in my opinion, 
at all comparable to good black-lead. The thinness of the 
coating is such, that it is not sufiicient, of itself, to carry the 
voltaic current (for a layer so thin as only to be visible by 
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reflected light, is sufficient) but this thin layer so favours the 
extension of the copper laterally, that the whole surface 
speedily becomes coated. It is very interesting to trace the 
layer of copper extending itself over any object. For this 
purpose, a piece of black sealing-wax coated with black-lead, 
answers best, as the difference of colour renders its mode of 
precipitation very evident. It will be seen that the copper ' 
grows, perhaps, from some point of the wire, on to the black- 
lead, and gradually extends itself laterally till the whole is 
infilmed by the metal. 



CHAPTER III. 

ON THE LAWS REGULATING THE REDUCTION OF THE METAIil. 

Metals capable of being reduced by tbe voltaic fluid, 146. States in wbich 
they exist, 146 — 148. Law for the reduction of the metals as a black 
powder, 148. Law for the reduction of the metals in crystals, 149. Law 
for the reduction of the metals in the reguline state, 150. Cause of the 
reduction in this state, 151. Mode of producing them, 153 — 159. 
Mode of obtaining the black powder, 159. The crystalline state, 160. 
The reguline state, 161. The same, results obtainable by the single cell 
apparatus, 165. Time required for the deposition of the metals, 167. 

(146.) When we subject any metallic solution to the action 
of the voltaic current, the metal itself will be reduced, al- 
though not always in the same state. Thus, if we dip a knife 
into a strong solution of sulphate of copper, bright metallic 
copper will be deposited, but if we use a piece of zinc, a black 
mass of copper will be thrown down. Again, introduce a 
piece of zinc into an anmioniacal solution of sulphate of cop- 
per and the reduced copper will be bright, whilst, if we dip 
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iron into a very dilute and acid solution of the sulphate, black 
metal will be reduced. The learned are divided In their opi- 
nions as to whether the metal, in these cases, is reduced by 
single elective affinity, as they term it, or whether a galvanic 
action causes the deposit. Perhaps, in the first instance, the 
iron or zinc having a greater affinity for the acid and oxygen 
of the salt than the copper, combines with it, forming a sul- 
phate, whilst the copper is thrown down, but as soon as the 
first portion of copper is deposited, a galvanic battery is formed 
which increases the action still farther. Be this, however, as it 
may, the fact I wish to impress in this place is, that the same 
metal may, under difierent circumstances, be reduced in dif- 
ferent states. 

Having shovm that the same metal may be reduced in 
difierent states, we are next led to ascertain experimentally, 
what are the circumstances which tend to vary these con- 
ditions. We, accordingly, procure a galvanic battery and 
connect it with two platinum poles, which we place in a 
vessel to serve as the precipitating trough. In this trough we 
place a saturated solution of a metallic salt, for instance, cop* 
per, when on examination if the battery possesses but feeble 
power, we shall find that crystalline copper will be deposited ; 
if, however, we dilute this solution with twice, thrice, or four 
times its bulk of water, the metallic deposit will assume a very 
difierent aspect. It will then be aggregated in a fiexible 
state, which, to prevent circumlocution, I shall term the 
reguline deposit. If we now dilute this same solution to an 
infinitely greater extent, the metal will still be reduced, but 
in the form of a black powder, a deposit so fine that the 
highest power which the skill of a Powell, or a Boss, can im- 
part to the microscope, will not enable the eye to discover the 
form of the minute particles of which it is composed. Almost 
all metallic solutions may be substituted for that of the sul- 
phate of copper, and the experiment will show nearly the 
same result, namely, that the strength of the metallic solution 
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very materially influences the nature of the deposit. If this 
&ct is really correct, we ought to be enabled to obtain on one 
negative pole several kinds of deposit, were it but possible to 
make a solution of unequal strength. Now we can make a 
solution of unequal strength by placing the crystals of me- 
tallic salt at the bottom of a tall glass vessel and pouring upon 
it some conducting fluid, for, after a little time, if the liquid be 
examined, the lower part will be found to be of the most 
intense colour, and contain most metallic salt, whilst the 
shade will vary to the top from that portion containing 
scarcely any. For this experiment a solution of sulphate of 
copper will answer perfectly well. In it we place our elec* 
trodes, which may be of copper, and connect them with a 
single galvanic battery. At the pole joined with the zinc 
of the battery, copper will presently begin to be deposited ; 
black powder at the top, reguline metal a little below the 
centre, and crystalline copper at the bottom. If we stir the 
solution up and thoroughly incorporate it, a uniform metal 
will be deposited at every point. This experiment confirm^ • 
our previous view, that the power being equal, the condition 
of the metal will depend upon the strength of the solution. 
If we examine the converse of the experiment, and take 
a solution of sulphate of copper (which should be acidulated 
to make it a better conductor) and use successively, first one 
very small battery, then two or three batteries arranged in a 
series, and lastly, a very intense battery, we shall find that 
with this self-same solution we can obtain by these means, 
first a crystalline, then a reguline, and, subsequently, a black 
deposit. This experiment shows that the amount of electri- 
city passing in any given metallic solution also influences the 
state of the deposit. From variation of the strength of the 
metallic solution causing reduction of metals in difierent 
states, and from variation in the amount of the power also 
influencing the state of the metal, we are forced irresistibly to 
the conclusion, that to obtain toUh certainty cmy particular 
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metallic deposit ^ we must regulate the galvanic power actually 
passing to the strength of the metallic solution. This is the 
fundamental principle — ^the yery essence, in fact, of electro- 
metallurgy — and when we consider from how many causes 
the one, the other, or both may be interfered with, we begin 
at once to obtain an insight into the difficulties which the 
operator must incur in conducting his operations. This grand 
principle applies to all metals, and even to all the salts of each 
metal, but as every metallic salt varies in its conducting power, 
and in the facility with which it yields its elements, great choice 
is given to the workman to select the salt most applicable to 
the particular process which he is desirous of performing. 

(147.) The laws which regulate the deposit of every metal 
appear to be the same, and although very simple, yet they 
have cost me much labour for their developement. The pro- 
perties of which I have here to speak are strictly those which 
relate to the quality of the metal, which is so materially in- 
fluenced by various circumstances. The reduced metal may 
be precipitated in three different ways ; as a black powder, as 
a reguline metal, (or, in other words, a metal having the pro- 
perties of ductility and malleability,) and, lastly, as a crystal- 
line deposit. Between these there are, indeed, other interme- 
diate states, or mixtures of two different states, of which we 
shall hereafter take notice. 

(148.) Law I. — The metals are invariably thrown 
down as a black powder, when the current of elec- 
tricity is so strong in relation to the strength of the 
solution, that hydrogen is evolved from the negative 
plate of the decomposition cell. 

The different states which reduced metals assume, as well 
as the different varieties of each state, appear to be nothing 
but a difference of aggregation of the minute metallic particles 
of which they are composed; metals deposited in a black 
powder are, probably, in an infinite state of division, then, 
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as a variety of this anaphous mass, we have a spongy ma- 
terial resembling, more or less, the colour of the metal, but 
the particles of which are still so fine, that it may be moulded 
with the fingers into any shape we desire. As another var 
riety of this deposit the spongy mass may be aggregated here 
and there into hardish lumps interspersed in the sponge, and 
this condition may be so far increased as to give rise to the 
form which is termed the sandy deposit. Such are the va- 
rieties of the pulverulent deposit, the first class of metallic 
reductions, comprising black powder, sponge and sand. 

The cause of these varieties appears perfectly obvious, for 
hydrogen and copper are deposited at the same time. In 
a former part of the work we had to treat at great length 
upon the power of adhesion, which this gas possesses, and if 
in this place we apply the same fact, we shall see that it will 
sufiiciently account for every variety of the pulverulent deposit. 
If the hydrogen is evolved in very large quantities, we can 
easily imagine that it would envelope each ultimate particle 
of the reduced metal, and prevent the cohesion of the neigh- 
bouring atoms. In conformation of this rationale, the metal 
in this state, notwithstanding its usual colour, is uniformly 
black, a fact perfectly in accordance with the properties of 
light. Any substance in infinite division must of necessity 
be black, from its not having breadth enough to reflect a ray 
of light, which requires certain definite dimension, which 
philosophers have measured. If the hydrogen is evolved in 
smaller quantities, we can easily conceive that some of the 
atoms of the metal would be aggregated together, forming 
the spongy deposit, if on the contrary, the quantity of metal 
deposited far exceeds the quantity of hydrogen produced, we 
can easily see that more metallic particles would be in con- 
junction, and, therefore, the deposit would be much firmer. If, 
lastly, the hydrogen is almost nothing, we can also understand 
that the particles of sand would be still farther increased in 
size. JMetals of all colours and properties exhibit the isame 
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phenomenon, even silver, platinum, &c., which are usudly 
white, gold, which is yellow, and copper, which is red, toge- 
ther with other metals, obey this law, all being easily re- 
duced as a black powder. 

(149.) Law II. — Every metal is thrown down in a 
crystalline state, when there is no evolution of gas 
from the negative plate, or no tendency thereto. 

When I speak of no tendency to the evolution of the 
hydrogen, I mean, that the strength of the metallic solution 
is so great that either electricity of a much greater tension 
must pass, or the solution must be rendered of more easy 
decomposition, before gas would be evolved. 

This is in fact in strict accordance with the generally- 
known properties of bodies, for we find, universally, where 
bodies are deposited quite at their ease, and very slowly, that 
they have a tendency to assume each for itself some peculiar 
and definite form. In the deposition of a salt for instance, 
if it is suddenly precipitated, it always presents itself as a 
fine powder, which would appear to be almost in the ultimate 
state of division, but if the deposit takes place very slowly, it 
will assume some peculiar form. Nothing can be more com- 
plete than the analogy between the crystallization of a salt, 
and the crystallization of a metal, for both agree in their 
atoms requiring sufiicient time to arrange themselves in their 
own peculiar way. The crystalline condition is not very gene- 
rally adapted for the purposes of the arts, because the sides 
of each separate crystal do not firmly adhere to its neigh- 
bour, but it is most admirably suitable for coating a reguUne 
deposit, adding a beauty and lustre which it is impossible to 
give in any other way. If, indeed, the crystals are very slowly 
formed, each one will have so slight an adhesion to its neigh- 
bour, that a piece held by its edge will break from its own 
weight, and we may even increase this property to such an 
extent that only solitary crystals may, here and there, be 
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deposited. In the crystalline state, the brittleness of the 
metal would appear to be caused by the liquid wetting each 
separate crystal, and the interval caused by the film of water 
in the mass of copper, would account for the yery slight ad- 
hesion that is found to exist. 

(150.) Law III. — Metals are reduced in the regu- 
line state when the quantity of electricity in relation 
to the strength of the solution is insufficient to cause 
the production of hydrogen on the negative plate in 
the decomposition^ trough, and yet, the quantity of 
electricity very nearly suffices to induce that pheno- 
menon. 

In fact, the reguline state is obtained in the greatest per- 
fection when hydrogen is just at the point of evolution, but 
yet none is really given off from the negative metal. 

(151.) The reguline metal possessed of the properties of flexi- 
bility, malleability, and elasticity, seems to be produced by 
such an arrangement of the ultimate particles of the deposited 
metal, that, being thrown down in exact apposition, they form 
a regular mass, presenting frequently at the back of the object, 
a similar uniform sur&ce to that seen at the front. When 
we perceive in ordinary metallurgic operations that the same 
metal may vary much in its properties, that at one time it 
may be flexible, at another elastic, and at a third brittle ; and 
when we farther perceive that the density of the same metal 
may vary, that a cubic inch at various times may even difier 
in weight, we must not be surprised to find that reguline 
metal formed by electro-metallurgical processes may vary in 
the same way, and, indeed, we do find that differences of the 
same nature really occur. To attempt the explanation of 
these things, would lead us far beyond human knowledge, 
and carry us to the properties of the ultimate atoms of sub-^ 
stances, for, doubtless,- these differences are produced by var 
nations in the arrangement of these particles ; how otherwise 
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can we account for the compression caused by hammering a 
solid bodj^ or the increase of volume &om annealing it. To 
obtain however, the reguline metal in great perfection, we 
should carry on our process with such celerity in relation to 
the strength of the solution, that at every point of the nega- 
tive surface, or that at which the metal is deposited, the 
action should be uniform, and atom by atom of the nietal 
should be so quickly thrown down, that no time is allowed 
for the particles to follow their own fancies and arrange them- 
selves in crystals. There are, indeed, many little circum- 
stances which interfere with the apparent density of the regu- 
line metal, thus the ultimate particles appear to be thrown 
down closer together at a low than at a high temperature. 

(152.) Dismissing theories, however, we must remember 
these facts; that the electric power in any solution, when 
barely sufficient for the production of hydrogen, causes the 
reduction of the metal in a malleable and ductile state ; that 
the electric power, when not nearly sufficient to cause the 
appearance of the gas, throws down the metal in crystals; 
and, lastly, that the pulverulent deposit is produced when 
there is evolution of the gas. 

(153.) A very brief examination of our laws wiU show that 
the two properties of galvanic batteries must operate in an 
important manner in regulating these results, and, accord- 
ingly, we find that they are materially modified by the size of 
the battery and its electro-motive power, or, in other words, 
by its intensity. The regulation of intensity is, perhaps, 
of the greatest importance ; for on the one hand, economy 
requires as few cells as possible, and on the other hand, 

other circumstances require more« Whenever it is possible, 

• 

the fluid to be decomposed should act oh the positive pole 
of the fluid. Thus, in the decomposition of salts of gold, 
silver, iron, lead, tin, and copper, we use in the decomposition 
apparatus, positive poles of these respective metals. This 
enables us to conduct our precipitations with a single cell. 
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which, with my battery, enables us to obtain any given 
amount of work at the smallest possible cost. During the 
decomposition, the metals mentioned above are dissolved pre- 
cisely to the same amount as that to which the new deposit 
is obtained. The solution is in the same way, always of the 
same strength. 

(154.) The degree of action of the fluid on the positive 
poles, or rather of the oxygen and acid transferred to the 
positive pole, varies with every salt of the same metal. To 
regulate the action equally in different cases, acids, either of 
more or less oxydizing power, or in greater or less quan- 
tity^ are added to the metallic solution to be decomposed. 
An increase or decrease of the temperature, influences, ma- 
terially, the intensity required for different salts, because 
at a higher temperature the current passes with more facility, 
and the action on the positive pole is more energetic. These 
minutise have hereafter to be ftiUy discussed ; but here I wish 
to point out, that when possible, one cell only of the battery 
is to be used, and where this is rather deficient in intensity, 
a compensation should be obtained by adding to the metallic 
solutions acids of more or less affinity for the positive pole, 
according as that may be required, so that if increasing in- 
tensity we lessen resistance. 

(155.) For those cases where we use a positive pole or 
anode made of platinum, we are compelled to obtain iur 
creased intensity by employing a more extensive series of 
batteries. In these cases, we must use as many cells as will 
decompose water ; and three or four will in general be amply 
sufficient. Beyond the mere capability of decomposing water, 
I cannot perceive that increment or decrease of intensity, 
as a general use, is of material importance, and the regu- 
lation of the quantity must then be made -the subject of 
attention. 

(156.) The quantity of electricity passing in any fluid will 
depend, ceteris paribus, upon the distance between the elec- 
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trodes, the extent of Borface they expose to the fluid, or their 
relative size one to another. These properties have been 
already described, when treating of galvanic batteries in 
general, and do not, therefore, require fiirther description iiv 
this place. However, a different quantity of electricity is 
required for every variation in the strength of the solution ; 
as any increase of the metallic salt requires a corresponding 
increase in the quantity of electricity; and the converse is 
equally true. 

(157.) The quantity of electricity pasdng in a solution of 
copper curiously influences the state of the crystals, for there 
are two varieties of this deposit, one of which arises from a de- 
ficiency of quantity, in relation to the strength of the solution, 
and in this state the new plate of metal is like an aggregation 
of sand, in fitct, like common sandstone, the particles having 
no more cohesion or consistence. In this state, the plate of 
metal is in the utmost state of brittleness, and this, we must 
recollect, is produced by too small a quantity of electricity 
in a strong metallic solution. The second variety of the crys* 
talline state of metals, arises from a large quantity of elec- 
tricity, in relation to the size of the plate ; thus, by using a 
very large positive pole, connected with a battery of feeble 
intensity, and by employing, at the same time, a strong 
solution, large crystals, possessing the utmost degree of hard- 
ness, will be thrown down. 

(158.) To carry into effect these general laws as we may 
have occasion for them, let us recapitulate the circumstancea 
which may affect them. For this purpose I shall divide the 
apparatus into its two natural divisions: the precipitating 
trough and the battery; the variations which may occur 
in each being placed under their respective heads. Strictly 
speaking, as the battery and precipitating trough are regu- 
lated by the same principles, the variations in each should be 
alike ; but, practically, the arrangement annexed will be found 
most convenient. 
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MODES OF OBTATNINO VARIOUS DEPOSITS. 



DECOMPOSITION TROUOH. 


GALVANIC BATTERY. 


Uniform strength of metallic solution 
Temperature of ditto 
Conducting power of ditto 
Size of positive pole 


Primitive force of battery 
Size of plates of ditto 
Approximation of the plates 
Conducting power of exciting fluid 
Ditto, of connecting wires 

1 


Radiation between the poles 
Approximation of the poles 



By a glance at this table, we perceive seven variable cir- 
cumstances in the precipitating trough alone, which may 
change a hundred times during the day, opposed to five 
variable conditions in the galvanic battery, When we, for- 
thermore, consider that each of these circumstances are not 
only susceptible of every variety of alteration, but that in 
each part of the fluid the condition may vary ; we perceive 
that the changes to which every metallic salt may be subjected 
are infinite. Disheartening as this view of the most favour- 
able process by which our operations can be conducted cer- 
tainly appears, let us not be overwhelmed with the diffi- 
culties presenting themselves, but rather rejoice that this 
mode of working in metals by unknown agents will never 
be subjected to blind experience nor to ignorant practice, 
but will require the constant superintendence of mind, raising 
electro-metallurgy far above the lower arts. 

If we examine the above table in reference to the ftinda- 
mental principle of electro-metallurgy, — the regulation of 
the quantity of electricity to the strength of the metallic 
solution — we find that the strength of the solution being 
fixed and rendered as certain as possible, all the other con- 
ditions relate ouly to the quantity of electricity which is 
allowed to pass through that solution. In any fixed me- 
tallic solution the deposit is influenced by the amount of 
electricity passing, according as these conditions in the trough 
or battery are varied. The more these conditions are exalted, 
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the greater the quantity of electricity which will pass ; the 
more they are depressed, the less the amount of the voltaic 
force that will traverse the solution. 

(159.) In any given solution we may increa^ the disen- 
gagement of the hydrogen so as to cause a black deposit, by in- 
creasing the intensity and quantity of the battery ; by a series ; 
by diminishing the size of the negative pole and enlarging 
the positive electrode in the decomposition-trough; by ap« 
proximating the electrodes or poles ; or, lastly, by increasing 
the heat. All these conjointly, or any of them separately, 
will favour the increase of electricity, as they will increase 
the quantity of hydrogen evolved. 

For any given size of the negative plate we can obtain a 
black deposit, by increasing the intensity and quantity of the 
battery ; by increasing the positive electrode in the preci- 
pitating trough ; by diminishing the quantity of metallic salt 
in solution, at the same time adding to its acid, and by 
approximating the poles. 

With any given battery (provided it will decompose water) 
we can obtain a black deposit, by diminishing the size of the 
negative pole in the precipitating trough ; by increasing the 
size of the positive ; by approximating them, and by rendering 
the metallic solution very weak with dilute acid. 

(160.) To obtain a crystalline deposit with any given solu- 
tion, we diminish the quantity of electricity, as well as the 
intensity derived from the battery. We increase the size of 
the negative pole in the decomposition trough, diminish the 
positive, and separate them. 

With any given negative plate in the trough we can 
obtain a crystalline deposit, by diminishing the power of 
the battery ; by saturating the solution in the precipitating 
trough with the salt, and taking care that it is not acidu- 
lated. The positive plate may be diminished, and separated 
from the negative. 

With a^y given battery we can obtain a crystalline deposit, 
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by strengthening the saline solution in the decomposition 
trough, and not acidulating it; by increasing the negative 
electrode, diminishing the positive, and separating them. 

(161.) To obtain the metal in the reguline state, is, how- 
ever, our great object, and to obtain the exact point of evo- 
lution of the hydrogen is important and difficult. With any 
given metallic solution, if we find the hydrogen too abundant, 
we may either increase the negative pole in the decomposition 
trough, or diminish the positive, which will suffice in many 
cases. But in some operations we are desiroua of having the 
electrodes of the same size, and then we diminish the size of 
the plates of the battery, or the strength of its charge; for 
instance, I sometimes use my battery charged with water 
and a faint trace of acid. Again, in other eases we are de- 
sirous to increase the rapidity of the process, and then the 
evolution of hydrogen in the trough will be diminished by 
increasing the quantity of metallic salt in .solution, a modifi- 
cation which will answer every purpose. Variation in the 
distance between the poles in the trough will be found suffi- 
cient, in many cases, to regulate the evolution of the hy- 
drogen. 

The temperature at which the solution is kept, will also 
materially influence the same phenomenon, for the electric 
fluid passes to a much greater degree at a high than at 
a low heat. 

The converse of all these procedures is equally applicable 
to those cases where the hydrogen is deficient. By regu- 
lating the strength of the metallic solution, and adding more 
or less dilute acid, the evolution of the hydrogen, in any bat- 
tery, (provided it be sufficiently intense to decompose water,) 
will be perfectly under control. 

The student in electro-metallurgy will at once perceive, that 
these three last vohuninous directions are perfectly unnece*^ 
sary to any person thoroughly conversant with the properties 
of galvanic batteries and the doctrine of resistance^ for they 
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are but a recapitulation of what has been already so ftdly con- 
sidered in the book on Qalyanism. To recapitulate, therefore, 
in a few words : to cause the powdery deposit^ we diminish all 
resistances to the passage of the electric fluid ; to cause the 
crystalline deposit, we increase all the resistances, and, lastly, 
to cause the reguline metal, we must cautiously regulate the 
resistances according to the strength of the metallic solution. 

(162.) Thus, with any amount of salts in solution, with any- 
sized negative plate, with any-sized battery, and at all tem- 
peratures, we can obtain the reduction of any metal in any 
state we please. It is true that this excessive refinement has 
hardly been carried to each salt of every metal, yet the prin- 
ciples have been so far accurately demonstrated with such a 
number of them, as to leave no doubt of their general truth 
and value. 

(163.) To regulate the galvanic power. to the strength of 
the solution will henceforward be my constant theme through- 
out the concluding part of this volume. Having once begun 
I shaU continue and end with it, that this important point 
may be so firmly impressed upon the mmds of those who 
practise electro-metallurgy, that they may conduct their pro- 
cesses — ^not by chance, or blind experience, but — ^by unerring 
and never-&iling principles ; that when the operator desires 
to make alterations in his battery, his trough, or his solution, 
he will at once be possessed of the secret of adapting every 
other circumstance to attain the end he requires. To regu- 
late also the uniform strength of the solution by the proper 
difiusion of the newly-formed metallic salt, must also be my 
continued advice ; that success may crown the labours, plea- 
sure the success, and profit the pleasure derived from the 
practice of electro-metallurgy. The want of an uniformity of 
strength in the metallic solution perplexes the tyro in electro- 
metallurgy more, perhaps, than any other circumstance ; for 
after having mixed a solution of definite strength, and having 
taken the greatest pains that the positive and negative surfaces 
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should be under the same conditions in every part, he is 
surprised that, frequently, in the same solution, he has every 
variety of deposit. He, perhaps, in his disappointment, de- 
clares that electro^metallurgy depends on chance; but let 
him only particularly examine the state of the solution, and 
he will find that, from various causes, the uniformity has been 
destroyed. At one place the acid will be in excess, and 
in another the metallic salt. Bays firom the sun may have 
heated the upper part of the solution, which would still 
remain at the top, as the hotter part being lighter would 
not cause that circulation which is necessary for the heat- 
ing of fluids. Sometimes, indeed, the metallic salt would 
seem to subside to the lower part of the decomposition vessel, 
leaving the upper part comparatively unsaturated. In the 
description of electro-metallurgical apparatus, the best me- 
thods of regulating the uniformity of the strength of the 
solution has been abeady considered, we need not, therefore, 
further aUude to it in this place. 

(164.) In detailing the above laws, the battery has been 
more especially alluded to, because we can, by its means, 
regulate most exactly the quantity and intensity of the cur- 
rent. The same principles apply to the cases in which the 
metal on which the reduction is to take place, is made the 
negative plate to a piece of zinc enclosed in a porous tube, 
but we cannot adapt this with that nicety which the battery 
admits. 

(165.) The quantity of electricity in a single-cell apparatus, 
may be increased by enlarging the zinc plate ; by approxi- 
mating it to the negative; by diminishing, as much as 
possible, any resistance offered ; by the use of diaphragms, 
and by adding to the acid of the solution which acts upon 
the zinc. The quantity of electricity may, in like manner, 
be diminished by adopting an opposite course of proceeding. 
In the use of the single-cell apparatus, as in that of the 
battery, the strength of the metallic solution to be decom- 
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posed will materiallj influence the quantity of electricity 
required for its reduction. The neutrality of the solution, 
the acidity, or the nature of acidity, will operate in a 
similar manner. The different conditions have been suffi- 
ciently adverted to, when speaking of the effects of those 
circumstances in the use of the battery. The above facts 
alone are sufficient to make forcibly apparent the imperfection 
of the single-cell apparatus, and the superiority of the process 
by the battery. The application of iron, tin, and lead 
for the production of the voltaic fluid, must be subjected 
to the same regulations as zinc. In these cases, however, 
the electro-motive power generated is so low, in comparison 
with zinc, that there is Uttle fear of obtaining a superfluity of 
the voltaic force, but, on the contrary, such a feeble produc- 
tion of that agent requires us to facilitate its passage, by 
affording as few resistances as possible. 

(166.) There are certain peculiarities appertaining to each 
metal, and even to each salt of the same metal. Each de- 
mands somewhat different management, depending upon the 
circumstances under which the reduction of the metal takes 
place. The necessary variation in the modes of operating will 
be considered in the next chapter. 

(167.) And now let us consider the influence which time 
exerts over these processes. Is it necessary, as all authors 
have asserted, that the voltaic precipitation should go on 
slowly? The Aindamental laws which regulate the precipi- 
tation of metals exclaim at once, by no means ! For If the 
electric power be regulated to the strength of the solution, 
precipitation may take place at a rapid rate. In fact, we 
shall hereafter show that the reduction of the metals may 
be more speedily effected than at first sight appears pos- 
sible, because the deposition is amenable to the same laws, 
whether it takes place slowly or rapidly, because the quality 
of the metal depends on the regulation of the quantity of 
electricity to the strength of the metallic solution. 
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ON THB BEDUGTION OF THE METALS. 

Introduction — Formation of salts^ &c,, 168. Reduction of Platinum^ 169. 
Gold, 170. Palladium, 171. Iridium, 172. Rhodium, 173. Osmium, 
174. Silver, 176. Nickel, 176. Copper, 177. Zinc, 178. Cadmium, 
179. Iron, 180. Tin, 181. Lead, 182. Antimony, 183. Bismuth, 
184. Uranium, 186. Arsenic, 186. Tungstic acid, 187. Cobalt, 188. 
Manganese, 189. Reduction of alloys, 190. General remarks. 191. 

(] 68.) To what part of electrical science are we not indebt- 
ed to Faraday? He has increased our knowledge of the 
hidden and unknown to such an extent, that all subsequent 
writers are compelled so frequently to mention his name 
and quote his papers that the very repetition becomes mo- 
notonous. However humiliating it may be to acknowledge 
80 great a share of saccessM investigation to one man, yet 
when we come to describe the electro-chemical decomposition 
of metallic salts, we are forced to render our feeble tribute 
for his communications on the extended subject of voltaic 
decompositions. He has shown that we can only reduce 
metals on the negative pole of a galvanic battery from a 
solution which contains them in combination with some 
other substance ; for if we galvanize a metal in the ele- 
mentary state for ever, the voltaic power would have no 
property to move it to either electrode. He has also proved 
that not only must the metal be combined in the definite 
chemical proportion to form a metallic salt, but, in order 
that it may be decomposed, it must be in that peculiar phy- 
sical state called liquidity, or fluidity. It is not, indeed, 
necessary that the salts themselves should be liquid, for if 
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dissolved in any other fluid they will still yield up their 
elements to the electric principle. From these considerar 
tions it is manifest, that, whenever we are desirous of work- 
ing in any particular metal by the galvanic fluid, it is ne- 
cessary first to form some compound of that metal which is 
soluble in some fluid. The substances with which metals 
most readily combine are oxygen, chlorine, bromine, iodine, 
sulphur, cyanogen, and, in some cases, even hydrogen. The 
compounds of chlorine and bromine are generally soluble in 
water, giving rise to that class of salts called muriates, or 
hydrobromates, and are then at once fit for use. The 
compounds of iodine are, as a class, insoluble themselves, 
though with hydriodate of potash they frequently form 
soluble compounds. 

Of the metallic fluorides I have had but little experi- 
ence, and, probably, they will not be much employed for 
electro-metallurgy. 

Most of the compounds of metals with oxygen, or oxydes, 
are insoluble themselves in water, but become soluble when 
Airther combined with acids, alkalies, and certain neutral 
salts. Thus, oxyde of copper, which is absolutely insoluble, 
readily dissolves in sulphuric acid, in ammonia, or cyanuret of 
potassium, &c. Were I to enter folly into these matters, 
the reader would find himself troubled with an extensive 
work on chemistry, instead of an epitome of electro-metal- 
lurgy, and, therefore, I can only add a very short list of 
substances which, combining with oxydes, render them so- 
luble in water. 

Bromine Ammonia 

Chlorine Potash 

Fluorine Soda 

Sulphuric acid Bitartrate of potash 

Nitric acid Muriate of ammonia 

Acetic acid Hypo-sulphite of soda 
Tartaric acid, — indeed nearly all Sulpho-cyanate of potassium 

the other 200 acids. Cyanuret of potassium. 

s 
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Metallic aalte are g^enerally formed in three ways. The 
iint, where the metal itself being added to the acid and water, 
the latter in decomposed bj the metal, the hydrogen being 
«Tolved, and the corresponding equivalent of oxygen com- 
bining with the metal produces an oxyde which again unites 
with the acid to form the metallic salt. The second mode of 
forming metallic salts when the metal cannot decompose 
water, is, to add the oxyde already prepared to the acid, 
and, if necessary, digest it at a moderate temperature. The 
last mode of making metallic salts, is, to take a solution 
of the acid which we desire to be the radicle of oar salt, and 
place a very large positive pole of the metal desired to form 
the base at the lower part of the fluid, and connect it with 
the terminal silver (s) of a series of batteries (two, three or 
four, according to circumstances). For the negative pole we 
use a small piece of metal, and connect it with the terminal 
zinc of the battery (k). 

Fig. 20. In this way we very readily 

and conveniently make our saline 

solution ; ibr the metal being dis- 

Bolyed is retEuned principally at 

the lower part of the vessel, whilst 

the hydrogen is evolved from the 

negative pole. After a short time, some black powder 

appears at the negative pole, but as the saturation of the 

acid progresses, sponge succeeds the black deposit, and sand 

succeeds sponge, when, if the solution is for electro-metallurgy, 

the process may be stopped, for we may be perfectly sure, con- 

radering the large mze of our positive pole as opposed to the 

negative, that the solution is sufficiently strong. 

Sometimes we vary the arrangement by using a diaphragm 
in the decomposition trough, placing the acid and positive 
pole on the one side, and on the other with our negative pole 
some acid to render the fluid a conductor. The cut tumbler, 
figured No. 7, answers well for these purposes. Occasionally, 
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instead of an acid we substitute an element dissolved in the 
water> as iodine, chlorine, bromine, and, occasionally, we 
employ a neutral salt, the acid of which unites with the metal, 
whilst the alkali is transferred over to the negative side. 
Wherever we can use an element or an acid dissolved in 
water, it is to be preferred to a neutral salt. 

The manufacture of salts by the voltaic fluid is generally more 
expensive than the processes usually adopted, and is, there- 
fore, to be avoided for large commercial operations, especially 
where the metal is but of little value ; yet when we desire a 
very pure salt, a salt of a very valuable metal, or a salt diffi- 
cult to form by the ordinary processes, then does the galvanic 
battery come into play, and under these circumstances, eco- 
nomy, facility, excellence and despatch, are insured by the 
use of this wonderful engine. 

The solution of oxydes in alkalies is to be performed in the 
same way as the corresponding solution in acids : thus it may 
be effected by simply digesting the metal in the alkali — a pro- 
cess, however, which should always be discarded in practice 
from its slow and tedious character. These solutions may be 
formed by adding the oxydes recently precipitated to the 
alkalies, or lastly, they may be very conveniently produced 
by making the metal the positive pole in the alkali con- 
necting it with a galvanic battery. The second process is 
generally to be preferred, but the latter will frequently be 
found convenient. 

The compounds of the oxydes of metals with salts are 
generally made by digesting them in a solution of the salt, 
or by making the metal the positive pole in their solution. 
The compounds of oxydes of metals with bitartrate of potash 
and muriate of ammonia, are familiar examples of this class 
of compounds. 

Allied to this last division of metallic compounds is a pecu- 
liar class, in which the metal in combination with the bicar- 
buret of nitrogen, or cyanogen, forms an acid which, when 
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uniting with an alkali, produces a true salt. The union of 
iron, cyanogen and potassium, has been the longest known 
under the nanae of ferrocyanuret of potassium. Some phi- 
losophers, indeed, consider this salt as a double cyanuret of 
iron and potassium, but probably the iron and cyanogen form 
a distinct proximate element, analogous in the general pro- 
perties with cyanogen, which again is perfectly analogous 
to the primitive elements, chlorine, iodine, or bromine. 

Almost any other metal may be substituted for iron, and 
an analogous compound will be formed. Thus, with silver 
an argento-cyanide, with gold an auro-cyanide, with nickel 
a nickelo-cyanide may be made. The electro-chemical de- 
composition of all these substances is peculiar, for under 
different circumstances different results may be obtained. 
If placed on the positive side of a diaphragm apparatus, 
potash will be carried over to the negative pole, where hy- 
drogen is also evolved; whilst at the positive, oxygen is 
absorbed, and a peculiar compound is left which presently 
decomposes into a cyanuret of the metal contained in the 
liquid. To take, as an example, the decomposition of the 
zinco-cyanuret of potassiiun, a solution placed at the positive 
side of a diaphragm apparatus has the potash carried over to 
the negative pole, while a compound, perhaps zinco-cyanogen 
is left at the positive electrode, which speedily resolves itself 
into the cyanuret of zinc. The electro-chemical decompo- 
sition of ferrocyanate of potash is the same as that of the 
above metals. 

The formation of the ferro-sesquicyanuret of potassium 
has been alluded to in treating of electro-chemical decom- 
positions ; but Sir John Herschel having lately brought it 
into use by one of the most elegant and refined chemical 
processes in the whole range of photography, a more detailed 
account is here added. The solution of the yellow salt, 
which may be either completely or nearly saturated, is placed 
in a large porous tube, and into this is inserted as large a 
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positive platiniun pole as posable. p- g^ 

I generally use all the odds-and- — 

ends of platinum I can collect, and 
Btring them together with a pla- 
tinom wire, the ohject beiog to 
bring the pole in contact with as 
mach fluid as possible. The por- 
ous tube is placed in a jar con- 

tfuning plain water and a large copper negative electrode, 
when on the platinum being nected with the silver of a 
compound-battery of not less than four cells, and the cop- 
per with the zinc, half an equivalent of potash is carried over 
to the outer vessel, and hydrogen is evolved, whilst oxygen 
is absorbed at the platinum side, and ferrocyanogen is ap- 
parently liberated, which, combining with the yellow salt, 
forms ferro-sesquicyanuret of potassium. Whether other 
analogous metallo-sesqnicyanurets may be formed in the 
same way I hare not been able eatisfitctorily to determine, 
the great difficulty being the tincertainty attached to the 
formation of a hitherto undiscovered salt, for we might make 
it and still be ignorant of the fact. 

When the metallo-cyanide is placed on the negative side 
of a diaphragm apparatus the metal itself is reduced ; thus, 
in one case we actually make the metal pass to the posi- 
tive platinum electrode, in the other to the negative plati- 
num electrode. 

When the metallo-cyanide is simply galvanised between 
platinum electrodes, the metal is reduced, and, as the result 
varies with different metals, we shall enter into these circum- 
stances when treating of each respectively, confining our 
attention, however, to such facts as more especially relate to 
the electro-metallurgist. 

When the metallo-cyanide is galvanised, the positive pole 
being the same as the metal in the cyanide, the metal, in 
most cases, is reduced &om the salt, and its place supphed 
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from the solution of the positive pole ; in some cases, how- 
ever, the metal is not reduced, but a salt is formed with 
the metallo-cyanide and the metal dissolved, the potash be- 
ing transferred to the positive pole. 

Such is a rough sketch of the general properties of the 
metallo-cyanides. We have next to consider the mode of pre- 
paring this important set of salts, and numerous are the 
methods by which they may be obtained. They are formed 
most easily and usually by boiling the oxyde of the metal with 
the cyanide of potassium ; but they may also be procured by 
adding a solution of the cyanide of potassium to a solution 
of a salt of the desired metal, but in this case a foreign salt 
always contaminates the solution. One of the best processes 
for making metallo-cyanides is to arrange the metal as the 
positive pole in the solution of cyanuret of potassium. They 
may even be made by simply placing the metal itself in the 
solution of the cyanuret of potassium, when it will slowly dis- 
solve in this truly remarkable salt ; even gold and palladium 
are readily taken up in this manner, especially at that part of 
the solution in contact with the air, which contact seems to 
favour the action — perhaps by causing a galvanic current, and 
thereby materially assisting the solution of the metal. Some 
metallo-cyanides may be even formed by boiling the oxyde of 
the metal with ferrocyanate of potash, but it is not a very 
good process. Metallo-cyanides may also be formed by heat- 
ing together potash, dry animal matter and the metal ; when 
the animal matter affords carbon and nitrogen to form the 
cyanogen, which then lays hold of the potash and metal to 
form the metallo-cyanide. This process, with slight modi- 
fications, is generally adopted in the arts to form ferrocyanate 
of potash, which is used upon a most extensive scale. Whe- 
ther the same process may be adopted for other metals, I 
am unable to state from direct experience, but, in all pro- 
bability, many other n^etallo-cyanides of potassium, or sodium, 
might be made in the same manner. 

The cyanide of potassium so often alluded to while treating 
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of the metallo-cyanides may be formed in sereral ways. It 
may be obtained by heating to a dnll redness, the yellow 
ferrocyanate of potash in a covered iron vessel, filtering and ra- 
pidly evaporating it. The objection to this method, however, 
is, that withont great care, the whole of the ferrocyanuret 
ia not decomposed, a circumstance which much reduces its 
value for electro-metallurgy. By boiling, however, the ignited 
residue with spirits of wine, this difficulty is said to be over- 
come, as the ferrocyanate is absolutely insoluble in that men- 
etrunm, while the cyannret at that heat freely dissolves, and 
is as easily redeposited on cooling. 

There is, however, a much better process by which this 
salt may he formed, namely, by simply transmitting hydro- 
cyanic acid through potassium. Although the modes of 
making this acid are very numerous, there is but one which is 
likely to be employed on a very large scale, and that is its 
formation from the yellow ferrocyanate by means of sulphuric 
acid. This process is performed as follows : any given weight 
of the yellow salt is taken and dissolved in about five times its 
weight of water: this is placed in a retort, or some auch 
analogous vessel, to which is then added a quantity of strong 
sulphuric acid, twice the weight of the salt, and diluted with 
three or four times its quantity of water. A pipe is carried 
from the neck of the retort Fig. 22. 

to the receiving-bottle, which 
sliould be kept as cool as pos- 
sible. For small operations 
those invaluable vessels, Flo- 
xence flasks, answer well : a 
bent tube being connected at 
one end to its mouth, the 
other passing into the second 
vessel ; heat should be cau- 
tiously applied by means of 
an Argand lamp, a little Ves- 
sel of sand being placed un- 
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der the flask, which helps the acid to decompose the salt. 
Prussic acid is then generated, and passes through the tube to 
the recipient vessel, which is to be charged with liquor potassse. 
When the potash is saturated the operation is completed. The 
Germans recommend a strong alcoholic solution of potassa to be 
used in the second vessel, for in this case, the hydrocyanic or 
prussic acid combines with the potassa, forming a hydrocya- 
nate of potassa, or, the water being abstracted, the cyanuret of 
potassium, which spontaneously precipitates on the saturation 
of the fluid, the cyanuret being insoluble in strong alcohol. 
The ferrocyana,te of potash may be considered as containing 3 
equivalents of hydrocyanic acid, 2 of potash and 1 of iron ; 
but, unfortunately, we can only obtain half the acid from the 
salt, owing to the formation of a compound during its decom- 
position which resists the action of the acid. The decom- 
position of this salt taking 2 equivalents or 426 grains to avoid 
fractions, would afford 3 equivalents or 81 grains of hydro- 
cyanic, or prussic acid, capable of forming 198 grains of 
cyanuret of potassium, whilst in the retort there would remain 
384 grains or 3 equivalents of bi-sulphate of potash and 1 
equivalent or 174 grains of a peculiar compound, said to 
contain 3 equivalents of cyanogen, 1 of potassium, and 1 of 
iron. (Pereira.) It is manifest that, but for this latter com- 
pound, we might double the quantity of hydrocyanic acid 
from the yellow salt. The decomposition just described is 
the one usually received ; but too much reliance must not be 
placed on its accuracy, for the analysis of the several com- 
pounds is too difficult for the results to be ftilly admitted. The 
residue left in the retort speedily turns to one of the blues, 
identical with, or allied to, Prussian blue. This is at best a 
disagreeable process to conduct, for the hydrocyanic acid 
formed adheres so strongly to the glass that, instead of being 
freely given off, bubbles are evolved suddenly with such ex- 
plosive violence as occasionally to crack the vessel. This 
may be remedied as far as is possible by the insertion of 
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plenty of waste pieces of platinum — ^if platinized so much the 
better, as that facilitates the escape of the gas* The heat 
should be applied to every part of the vessel, and the flame 
should not be allowed to play upon one single part alone. 
Large commercial operations are performed in green glass or 
stone-ware retorts. 

Now for one word of advice to the tyro. Bemember that 
you are working with prussic acid, therefore, never conduct 
the process in a room, the fumes being quite as poisonous as 
the solution of the acid itself; moreover have always a bottle 
of ammonia, or chlorine, by your side, that should you have 
chanced to inhale more than is pleasant, it will be instantly 
at hand to counteract any bad effects. It is stated by 
Pereira, that a little sulphuric acid or hydroferrocyanic acid 
passes to the outer vessel, but probably the amount would be 
of no consequence for electro-metallurgy, otherwise, it might 
be as well to use a Woulfe'^s apparatus, and discard the salt 
formed in the first vessel. To the large manufacturer it may 
be worth considering whether some other metallo-cyanuret, 
formed ^in a similar manner to the ferrocyanuret, might not 
be more advantageously employed, because the residue of the 
process last-described contains a large quantity of cyanogen 
which the acid is unable to set free. 

There are other modes of procuring prussic acid, besides 
the one which has been so tediously described ; but these are 
found to be more expensive. The only one which I shall 
now notice is the process by which it is obtained from 
bicyanide of mercury. The bicyanide of mercury itself is 
formed when peroxyde of mercury is digested with Prussian 
blue, the peroxyde of mercury abstracting the whole of the 
cyanogen from the blue, and leaving the oxydes of iron at the 
bottom of the vessel. The solution may be evaporated to 
dryness, and one part of the salt dissolved in six of water ; 
one part of muriatic acid sp. gr. 1*15 Is then added, and the 
solution distilled, when the whole of the hydrocyanic acid 
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passes over, and by being conducted into a- solution of po- 
tassa, as in the former process, forms cyanuret of potassium. 
This process, though easier than the first described, is rather 
given as a resource under peculiar circumstances than as one 
to be adopted by the large manu&cturer. The expence is 
the only objection, but in a small quantity this cannot be a 
consideration. 

In giving this very rough outline of the general mode of 
forming salts, the minutiae necessary for chemical work have 
altogether been avoided; and those parts alone are entered 
upon, which are more immediately necessary for the electro- 
metallurgist to know and practise for himself. This will 
account for tlie long description of the cyanuret of potassium, 
whilst the preparation of the equally important and even more 
used acids, the sulphuric, muriatic, &c., commonly found in 
commerce are altogether neglected. 

(169.) Having now described the kind of compounds ne- 
cessary to be employed for the reduction of the metals, and 
their general preparation, and having already treated of the 
laws regulating the reduction of the metals in various states, 
the substances on which they may be reduced, the various 
apparatus in which the processes may be conducted, and, 
moreover, described the various forms of galvanic batteries, 
their properties and manipulations, we are, at length, in a con- 
dition to consider the precise manner in which each respective 
metal may be reduced from its soluble compounds. 

Platinum is the first metal of which we have to consider the 
reduction. There are not many compounds of this metal: the 
principal being the chloride, the sulphate, and the compounds 
of chloride of platinum with alkalies. The chloride of platinum 
is formed by digesting platinum in nitro-muriatic acid, con- 
sisting of one part of strong nitric to two of muriatic acid. 
If evaporated to dryness, at a moderate heat, it forms the 
chloride of platinum. This salt is a most ready conductor of 
the galvanic fluid, and, therefore, might be employed with 
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great advantage, were it cheap enough for a DanielPs bat- 
tery, instead of sulphate of copper. When we desire to 
obtain the black powder of platinum, this is the salt to be 
selected ; if acid, it requires great skill to obtain any other 
depoisit from it. To obtain the black deposit, the zinc single- 
cell apparatus is generally to be preferred. The same de- 
posit may also be obtained by the compound battery decom- 
position apparatus, by using five or six cells of the battery, 
charged with the usual strength of acid, and by using a large 
positive platinum pole in the trough. Unfortunately, the 
oxygen has always to be evolved on the positive pole, as the 
platinum does not dissolve, except to a very trifling amoimt^ 
and fresh chloride of platinum must continually be added to 
maintain the strength of the metallic solution. This applies 
to all salts of platinum, as in no case is the positive pole 
acted upon suiSciently to supply the place of the metal . re* 
duced from the fluid. To obtain the reguline deposit of pla- 
tinimx from this solution, we must of course overcome resist- 
ances at all points of the circuit ; we must begin by employ- 
ing a very small battery feebly charged, and use a fine 
positive wire in the trough, combined with a very strong 
solution of the chloride of platinum. A compound odds and 
ends^ battery is well adapted to obtain the reguline deposit, 
the little glasses, of which the battery figured below is com- 
posed, need not contain more than an ounce of fluid, and four 
arranged as a series will be amply sufficient. 
At the bottom of jp^. 23. 

each glass a little 
mercury is placed, 
containing a piece 
of zinc ; a piece of 
silver wire, either amalgamated or coated with some non- 
conducting substance, except at the end, is immersed in 
the mercury, and passes to a small piece of platinized silver 
in the next vessel ; the first piece of silver and the last zinc 
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of the series being attached to a binding-screw, or mercnry 
cup, for the convenience of making metallic connections. In 
the battery figured, the ends are left free. The batteries are 
charged with dilute sulphuric acid, and a fine platinum wire 
is connected with the extreme silver of the battery, and the 
object to receive the reduced platinum with the terminal 
zinc. This solution of platinum will bear but a very feeble 
current when we desire the reguline deposit. Oxygen and 
chlorine are evolved abundantly from the positive platinum 
wire, which must not be immersed more than half an inch 
in the solution, and frequently the insertion of i or even tV 
of an inch will amply sufiice. If the solution of the chloride 
of platinum be strong, the ftimes of the chlorine wiU, at length, 
fill the whole room in which the operation is conducted. 

Ghloride of platinum forms double salts with several alka- 
lies. The ammonio-muriate and potassio-chloride are very 
insoluble, but the sodio-chloride of platinum, or, perhaps, more 
correctly, the platino-chloride of soda is very soluble in water. 
This forms an excellent compound, and perhaps the best for 
the reduction of the metal in the reguline state, the mode of 
proceeding being precisely similar to that of the last-described 
salt. In fact this is, perhaps, the best salt for these purposes, 
and as scarcely any metal reduces the platinum spontane- 
ously from the solution, they may be indifferently employed 
as a negative pole in it. 

With the electro-chemical decomposition of the sulphate of 
platinum, I am practically unacquainted; but it is said to 
form a soluble salt. 

If hydriodate of potash be added to a solution of chloride 
of platinum, a precipitation ensues, which is soluble in excess 
of the precipitate. It forms a very dark-coloured solution 
fr^m the presence of iodine ; to counteract which, a little 
free potash is required. It is an unfavourable salt for electro- 
metallurgy, especially for the reduction of reguline metal. 

A platino-cyanide of potassium has been described by some 
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aathors, bnt it appears a difficult salt to manufacture. It can 
neither be made by galvanism nor by allowing the metal to 
stand in the cyanide. If chloride of platinum be added to 
cyanide of potassium, some change takes place, but I have 
not succeeded in making any advantageous use of it for elec- 
tro-metallurgy. 

A hyposulphite of platinimx may be formed by adding 
the hyposulphite of soda, or potash, to the chloride of 
platinum ; but this, likewise, forms a very indifferent solution 
for electro-metallurgy. 

The equivalent of platinum being ninety-nine we obtain 
three times more in weight for our equivalent of power, than 
we should of copper, or three times more than the zinc dis- 
solved in each cell of the battery ; but inasmuch as we know 
no method of dissolving reguline platinum at the positive pole, 
at least, to any useftil amount, we cannot employ a sin- 
gle battery, but require a series of three or four to effect 
that object. If we apply our equation to ascertain the 
cost of reducing platinum, we find that, as platinum in 
solution is worth about £20. per lb., the value of the 
power to be added to this would barely exceed 11^.; but 
if the single cell could be adopted advantageously, the gal- 
vanip power sufficient to effect that object would not ex- 
ceed 4id. This aspect of affairs is so exceedingly promising 
that, doubtless, some manu&cturer of platinum will enter 
into the galvanic process on a large scale to ascertain whether 
electro-metallurgy might not triumph over the Woolastonian 
method of working in this metal. The one mode, we have 
seen, requires a battery of almost nominal value, the other 
apparatus is of the most complicated and expensive, na- 
ture; so that by ascertaining the labour required for each 
respective process, the relative time occupied by them, and 
the quality of the metal reduced being once learnt on the 
large scale, the question would be satisfactorily determined. 

(170.) Gold is rendered solvent by combination with se- 



142 RBDUCnON OF GOLD. 

veral substaiices, and its chloride, bromide, iodide, cyanide^ 
and other compounds, all merit separate attention* 

The chloride of gold may be formed in yariouB ways; 
by passing a stream of chlorine through water containing 
gold in that fine state of division termed by assayers brown 
gold. For obtaining a solution of this salt, however, such 
a method is but seldom adopted, as the metal is more com- 
monly subjected to the solvent powers of aqua regia — ^a com- 
position of one part nitric to two muriatic acids. The gold is 
placed in three or four times its weight of this acid, and a 
moderate heat is applied to favour the action. In this case 
the nitric acid being a highly oxygenated compound, and 
the muriatic containing hydrogen, mutually re-act on each 
other. Nitrous gas is evolved, water is formed, and chlo- 
rine set free, which then combines with the gold to form 
the chloride. By this mode of proceeding the compound is 
^ways acid, which is best removed by very carefiilly evapo- 
rating it, when, on cooling, crystals will be deposited. If the 
operator conducts his process at too great a heat, he will find 
that a part, or the whole, of the gold will be deposited in the 
toietallic state, and he will be compelled to re-dissolve it» 
Having avoided this difficulty, and obtained a chloride of the 
metal, he will find it to be a very soluble salt and an 
excellent conductor. This salt may be reduced by the single- 
cell process, which, however, for gold should always be dis- 
carded, or by the battery apparatus. In either case the 
hydrogen appears to have a great tendency to be evolved, 
and, therefore, the deposit of black powder is easily accom- 
plished. For its reduction in the bright reguline state we 
must increase resistances. By using a very fine platinum pole, 
which afibrds the greatest resistance to the voltaic current, 
I have worked a solution of this salt quite colourless, and still 
obtained a reguline deposit. Some better salts are now 
known, however, for obtaining this object more readily. If 
the battery apparatus be employed, then we may use a series 
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of three or more batteries, with a fine platinum wire. If we 
use a gold positive pole in this solution, a little is dissolved ; 
but it affords nearly as violent a resistance to the passage of 
the voltaic current as platinum, the oxygen seeming rather 
to prefer to be evolved than to combine with the metal. This 
solution of gold is decomposed by nearly all metals, and is, 
therefore, objectionable on that account; carbon and plati* 
num alone having no effect on it. 

The bromide of gold is readily prepared by adding a little 
bromine to the brown gold of the assayers, and allowing it 
to remain some time under water, or assisting its action by a 
gentle heat. It forms a salt of a lovely bright crimson colour, 
but in its general properties is precisely similar to the chlo- 
ride, except, perhaps, that a gold positive pole is rather more 
quickly acted upon in it. 

Chloride of gold is soluble in aether, and in this state has 
long been used for gilding penknives, and other steel articles, 
by simple immersion. It may be used, but possesses no 
peculiar advantages for electro-metallurgy. Copper and silver 
rapidly reduce the metal from this solution. I have endea- 
voured to dissolve the chloride in naphtha, oil of turpentine, 
essential oils, and other fluids, thinking that by these men*^ 
strua its conducting power might be lessened, but, unfor- 
tunately, the gold is reduced slowly from contact with these 
substances. 

The hyposulphite of gold may be formed by adding the 
hyposulphite of soda or potassa to the chloride of gold. The 
solution though not decomposed by copper or silver, does not 
answer well, as the reduced gold is apt to peel off from the 
object, and it seems as if some other substance was reduced 
conjointly with it. Gold will dissolve when made the positive 
pole in this solution. 

Chloride of gold forms double salts with certain alkalies, 
especially soda and potash. They are made by simply 
adding the alkali to the metallic salt. These compounds 
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might be used for electro-metallurgy, as they are not very 
readily decomposed by silver or copper, which may, therefore, 
be used as negative poles. These compounds, however, are 
very inferior to the aurocyanuret of potassium, and the gold 
reduced from them frequently has the appearance of the 
b„™ gold ., th. «»;».. 's.M«™« Z^ or ta. 
may be added to a solution of the chloride of gold with 
advantage. 

If a solution of iodide of potassium be added to a solution 
of gold, a precipitate of iodide of gold takes place soluble 
in excess of the precipitate. It requires the addition of 
free potash to combine with any iodide that may chance 
to be set free by the acid in the chloride of gold. A gold 
positive pole is slightly dissolved in this solution, but it has 
the disadvantage of yielding up its metal to silver by elec- 
tive affinity, or else it might, perhaps, be employed, though 
by no means the best solution for this purpose. 

The sulphocyanide of gold is insoluble in water, but dich 
solves pretty freely in sulphocyanide of potassium.* It has 
the advantage of not being decomposed by silver or copper. 
A plate of gold dissolves with moderate rapidity when 
arranged as a positive pole in the liquid. It may be de- 
composed in all the various ways that have been so fre- 
quently alluded to. 

We have now to treat of the most important salt of gold 
for electro-metallurgy, the aurocyanide of potassium. It 
was first employed by Elkington, whose discoveries we shall 
fully consider in our history of electro-metallurgy. It is a 
salt somewhat analogous to the ferrocyanate of potash, and is 
easily prepared in a variety of ways. It may be made by 
simply placing a piece of pure gold in a solution of c^anuret 
of potassium, but this process requires some little time. It 

* The sulphocyanide of potassium is a troublesome salt to prepare ; but 
Mr. Low, the patentee of the celebrated Prince's or Naphtha Gas, informs 
me that large quantities are thrown away in the refuse of the gas works. 
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may be formed by arranging a piece of pure gold as the posi- 
tive pole in a solution of cyanuret of potassium, - using, at 
the same time, a small negative pole. It may be also formed, 
and this is the process that many prefer in the large way, by 
boiling the oxyde of gold for half an hour in a solution of 
cyanuret of potassium ; the fluid may then be poured off, and 
is ready for use, whilst the remaining oxyde of gold is to be 
careftdly preserved. Of these three processes, to the second I 
should imhesitatingly give the preference, for by using a 
strong battery a large quantity may be made in a few mi- 
nutes, and it only requires the metal itself, and not the oxyde, 
in the production of which alqne more trouble and time is 
incurred than is consumed in the entire manufacture of the 
salt by galvanism. The galvanic process of making salts has 
been already so fully described that no further detail is here 
required, only remembering to have a strong battery, a large 
positive, and a small negative pole. There are still other 
modes by which this salt may be made ; it is, for instance, 
produced by simply adding the soluble salts of gold as the 
chloride to the solution of the cyanuret of potassium, or by 
digesting insoluble compounds of gold, as the sulphuret, in 
the same solution. It may also be formed by digesting the 
oxyde of gold in a solution of ferrocyanate of potash, and 
in this case the presence of a little of the latter salt is not 
very material, but on the whole we had better, perhaps, 
employ the pure metallic salt. 

The auro-cyanide of potassium having been formed is at 
once ready for the electro-metallurgist, and it is quite a 
matter of indifference whether it contains a little free potash, 
or a little cyanuret of potassium. The solution may be of 
any strength; the stronger, however, is to be preferred, as 
this salt is by far the best adapted for reguline metal. The 
metal may be reduced from it by the single-cell process, for 
which a large zinc plate would be required. However, no 
one should ever think of employing this process, as by its 

u 
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means we should reduce our gold from the solution, and our 
cyanuret of potassium would be wasted. Of the battery pro- 
cesses, the compound battery, with a platinum positive pole, 
may be employed, but, unless imder very peculiar circum- 
stances, is better discarded. The battery-process with a gold 
positive pole is, therefore, ova resource for this salt. As a 
general rule the gold positive pole should be about the size of 
the negative pole, or that in which the reduced gold is being 
deposited. A single battery will in general suffice, the gold 
being attached to the platinized silver, and the object to 
receive the deposit to the zinc. A very small battery will 
be required, a platinized silver wire for small p. ^4 
objects being almost sufficient. The bat- 
tery here figured is formed with a glass 
tube drawn to a point, a fine platinum 
wire being melted into the gla^, so that 
a little piece is left inside, and the rest on 
the outer part of the tube; some mercury 
with fragments of zinc are placed in the vessel sufficiently 
high to cover the wire : the tube is filled with dilute sulphuric 
acid : and, last of all, the apparatus is completed by the 
insertion of a platinized silver wire. 

The process, when a gold positive pole is employed, is 
materially influenced by the quantity of free cyanuret of 
potassium in the solution, as a deficiency of that salt causes 
the action to take place very slowly, whilst an abundance so 
vmch increases the action, by dissolving the positive gold pole 
with great rapidity, that the deposition is very speedily effect- 
ed. The wood-cut exhibits the mode I am adopting to make 
a. light sovereign heavy, by adding a little gold to its surface. 
Any other form of battery may be employed instead of the 
small one figured, taking care to adjust it according to the 
three laws already detailed. One of the little batteries 
figured above for the reduction of platinum may be very con- 
veniently used. 
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The reduction of gold by galvanism is accomplished at a 
low rate, for as the equivalent of gold is very high,* and its 
value great, we find the galvanic process a most advantageous 
mode of proceeding. We obtain for one equivalent of power, 
costing ^ of a penny, 200 grains of pure gold, worth about 
£2. ; and, therefore, lib. avoirdupoise of gold would be re- 
duced for less than twopence, and the gold so reduced would 
be worth nearly £70. 

(171.) Palladium is a noble metal, but has the singular 
defect of being brittle when hot. It would be extremely 
valuable were there to be found any great consumption for it, 
but the supply happens to exceed the demand ; and, there- 
fore, it is moderately cheap, considering that its usual mode 
of manufacture is similar to that in use for platinum. There 
are various salts from which it may be reduced : its nitrate, 
its ammonio-chloride, and its palladio-cyanide, are the prin- 
cipal I shall notice. 

The nitrate of palladium is formed by digesting the metal 
in nitric acid, and the process is facilitated by the addition 
of a few drops of muriatic acid. It is a ready conductor, 
and in its general electro-metallurgical characters is precisely 
similar to the chloride of gold, or platinum. It is better 
adapted for the reduction of the black powder than the 
reguline metal. The palladium is reduced from this solution 
by many metals, and perhaps only carbon, gold, platinum, 
and palladium, can be used as a negative pole. 

The ammonio-muriate of palladium is very soluble in ai;n- 
monia, and is the best salt for obtaining the reduction of 
palladium in the reguline state. The compound battery ap- 
paratus is to be preferred for this purpose, two or three cells 
being required. In the decomposition trough, the positive 
pole should consist of a very fine platinum wire, which should 

* I have assumed the usual chemical equivalent of gold, 200, to be its 
voltaic equivalent, but have no authority for that assumption, as Faraday, 
the only authority on this subject, has not detennined it. 
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be immersed only to a moderate extent in the fluid. This 
salt is not readily decomposed by other metals, and on that 
account nearly all may be used as a negative pole to receive 
the palladium. During the decomposition the positive pole 
has a bright yellow powder deposited upon it, giving it the 
appearance of being converted into gold. 

The iodide of palladium is formed by adding iodide of 
potassium to a solution of palladium. It may be dissolved 
in excess of the precipitant. It is by no means a valuable salt 
for electro-metallurgy. 

The palladio-cyanide of potassium may be formed by simply 
immersing palladium in a solution of cyanide of potassium, 
when it will be gradually dissolved ; or it may be made by gal- 
vanism, or even by boiling the oxyde in the cyanuret of potas- 
sium. It may be employed with a palladium positive pole, or 
with a platinum positive pole, but the former is to be preferred. 

The reduction of palladium is accomplished at a low cost, 
as far as the materials are concerned, for palladium being a 
valuable metal and a high equivalent, requires but a small 
amount as the cost of galvanic power to be added to the 
value of its solution. 

(172.) Iridium has but few soluble salts; of these however 
the chloride may be mentioned. The black deposit of Irid- 
ium is easily reduced from its solution, and is very frequently 
found on the platinized silver of commerce, which is, perhaps, 
the only fact concerning the metal worth recording. I have 
reduced this metal in the bright reguline state, but only on a 
small scale. 

(173.) Rhodium forms soluble salts, of which the only one 
I have subjected to the voltaic fluid is the sodio-muriate. 
It was decomposed with a compound battery of ten cells 
with platinum electrodes, the positive consisting of a very 
slender wire, — at the negative a deposit of rhodium took 
place. It was of a whitish colour, and might be stripped 
off from the platinum in small pieces, but was very brittle. 
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A black powder was deposited by a more powerful voltaic 
current. 

(174.) Osmium has a soluble oxyde, but subjected to the 
voltaic fluid between platinuim poles it did not yield reguline 
metal but a black deposit, which appeared to be the metal in 
a lower state of oxydation than the volatile soluble oxyde, 
and not the black powdery metallic deposit. 

(175.) Silver, on account of its universal importance, de- 
mands our most serious attention. The nitrate, sulphate, 
acetate, hypo-sulphite, ammoniuret, and several others, must 
be separately considered, though the argento-cyanide of po- 
tassium is most decidedly entitled to the preference. 

As a solution, from which the silver is to be reduced, the 
nitrate is for all purposes the most unfavourable. When 
this salt is used, the hydrogen has a great tendency to be 
evolved from it, and therefore a relatively feeble current must 
be employed. The decomposition cell may contain a positive 
pole of platinum, or even of silver, as the latter will, by being 
dissolved, always maintain the same state of saturation of the 
fluid. When we use a positive pole of silver, there is a risk of 
materially increasing the quantity of electricity, and therefore 
only a silver wire should be employed ; and then the distance 
at which the operator places them in the fluid, will accurately 
regulate the amount of current. The negative pole to be 
placed in this solution, for the purpose of receiving the preci- 
pitated metal, may consist of either gold, platinum, charcoal, or 
silver ; but the other metals are not at all fit for the purpose, 
owing to the energy with which they decompose the solution. 
The strength of the solution of this salt may be from ten to 
four hundred and twenty grains to the ounce of water, taking 
care that the electricity is regulated in its quantity, accord- 
ing to the strength of the solution, in the manner already 
directed. 

The sulphate of silver is easily formed by adding sulphuric 
acid to a saturated solution of nitrate of silver, as, by its 
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being far less soluble than the nitrate, it is very quickly depo- 
sited. The supematent liquor is to be poured off and well 
washed with a little distilled water, when it is ready for the 
operator. It is not so easily decomposed as the nitrate, nor 
so ready a conductor, but it is a very inferior salt for electro- 
metallurgy, as the silver, under the most favourable circum- 
stances, is very brittle. 

The acetate of silver is formed in an analogous manner to 
the sulphate, and in its conducting power and facility of de- 
composition much resembles it. In both these cases a silver 
positive pole may be employed in the decomposition apparatus, 
and a single battery of small power for the source of elec- 
tricity. 

The hypo-sulphite of silver may be readily made, by adding 
any hypo-sulphite, such as that of potash, to the nitrate, 
chloride, or any other salt of this metal. There appears to be 
a strong attraction between silver and this acid, as the hypo- 
sulphite decomposes the most insoluble salts of silver. The 
hypo-sulphites of the alkalies may be prepared by adding 
sulphurous acid to their sulphurets ; as, for instance, to the 
sulphuret of potassium or sodium. This salt of silver is pretty 
soluble, and will bear a larger quantity of electricity for its 
decomposition than the nitrate, sulphate, or acetate, but gene- 
rally the hypo-sulphites are not well adapted for electro-me- 
tallurgy, and in this case the metal is apt to be brittle. A 
silver positive pole dissolves in this salt. 

The ammonio-nitrate and ammonio-chloride of silver are 
very soluble salts. Great care is required in the use of these 
salts, for if the solution, by being kept for some time, be 
allowed to evapora^, so as to leave dried portions adhering 
to the sides of the vessel, it can no longer be even touched 
with safety ; for a fulminating salt is thus formed, which, if 
merely touched with the finger, in order to remoVe it from 
the sides of the vessel, will explode with mischievous and 
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awful violence. I take particular notice of this fact, as I 
nearly lost my right eye in learning it. These salts are good 
conductors, and their solutions may be used of any strength. 
They should invariably be alkaline, from excess of ammonia. 
A negative pole, suitable for the reception of the silver, may 
be made of platinum, gold, palladium, carbon, or silver itself; 
all of which are unaffected by the solution, and thus whenever 
we desire a duplicate of silver, the original should always 
consist of those metals. 

A very fair solution for the reduction of silver is the 
ammonio-carbonate. It is formed by adding carbonate of 
amnionia in large excess to nitratg of silver. Carbonic acid is 
disengaged with effervescence, and a white powder is depo- 
sited, which, on further excess of the ammoniacal salt, be- 
comes soluble. It may be used with a silver positive pole, a 
mere wire sufficing, and a single battery. 

The iodide of silver produced by adding iodide of potas- 
sium to the solution of nitrate of silver, and dissolved with 
excess of the precipitant, may be employed for electro-me- 
tallurgy. It is not decomposed by copper, and may be used 
with a silver positive pole and single battery. 

The sulpho-cyanide of silver formed by adding sulpho-cya- 
nide of potassium to the nitrate of silver, and then dissolving 
the precipitate with excess of the sulpho-cyanide, may be 
employed like the iodide. A positive pole of silver dissolves 
in this solution. 

A potassio-tartrate of silver is formed by boiling oxyde 
of silver in bitartrate of potash. It is easily decomposed by 
ligh^, and possesses no advantage for electro-metallurgy. 

The spongy mass can be obtained from any of these salts, 
with the utmost readiness, by increasing the quantity of elec- 
tricity. 

In the electro-chemical decomposition of nearly all the 
above salts of silver where the positive pole consists of the 
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same metal, a black crust is very frequently observed on the 
silver which very probably is a peroxyde of silver analogous to 
the peroxyde of lead, &c. 

We* have, at last, to treat of by far the best solution of 
silver for electro-metallurgy, which is the argento-cyanide 
of potassium. This may be formed by digesting the oxyde of 
silver with ferrocyanuret of potassium, but this constitutes a 
very imperfect process. It may even be prepared by adding 
any soluble salt of silver to a solution of the cyanuret, or even 
by digesting the insoluble salts in the same solution, but in 
these cases, a new salt is formed between the radicle of the 
salt of silver, and a part of the potassium besides the part 
required fbr the formation of the argento-cyanuret of potas- 
sium ; thus chloride of silver and cyanuret of potassium form 
chloride of potassium and argento-cyanide of potassium. It 
is far better to prepare it by boiling a portion of the oxyde of 
silver for a few minutes in a solution of the cyanuret of 
potassium, and pouring off the supernatent liquor ; the un- 
dissolved oxyde is to be washed and carefully preserved for 
subsequent operations. The best mode, however, of prepar- 
ing this salt is, to make a large silver plate the positive 
pole in a solution of cyanuret of potassium, using, at the same 
time, a very small negative pole in connection with a strong 
battery, and continuing the process till reguUne silver begins 
to be deposited at the small negative pole, when the operator 
may be perfectly well-assured that for all larger negative sur- 
&ces his solution is sufficiently strong : the little superfluity of 
cyanide of potassium, by favouring the conducting power of 
the solution, facilitates the reduction of the metal. The 
argento-cyanide of potassium, if suffered to crystallize, forms 
clear, colourless crystals, and the solution should also be 
colourless. If it is at all yellow, it shows the presence of 
ferro-cyanate of potash, which it sometimes contains in 
commerce. 

However formed, this salt, first used and patented by 
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ElkiQgtoh, is by far the beet atiapted for electro-metallurgy. 
It may be employed of aoy etrength, the nearly saturated solu- 
tion being preferable, and it should always be placed in a glass 
or stone- ware vessel. It may be reduced by the single-cell pro- 
cess, taking care to use on the positive aide of the diaphragm 
apparatus a very large plate of zinc, with a solution contain- 
ing a little muriate of ammonia, or common salt; but no elec- 
trician would ever think of employing this apparatus for the 
reduction of silver, for the cyanuret of potassium in combina- 
tion with the silver would be wasted. The compound battery 
apparatus with a platinum pole may be used, but should, aa a 
general rule, be discarded, and the single battery apparatus 
invariably be employed. The positive pole may be the 
same size as the negative, and should consist of a piece of 
thick silver sheet, one-third of an inch or more in thickness. 
The batteryneed not bevery large. Fig. 2S. 

for the conducting power of the 
metallic solution being low, only 
a moderate quantity of electricity 
passes. For small drawing-room 
operations, a tumbler battery with 
a glass precipitating-trough forms 

a most elegant instrument for amusement, and the largest 
manufacturer has only to increase the size of his trough, which 
should be glass or stone ware, and regulate the size of the 
battery to it. The plate of silver must be connected with 
the silver of the battery, and the object to receive the deposit 
with the zinc. The presence of even a large portion of ferro- 
cyanate of potash in a solution of the argento-cyanide is of 
little consequence in strong solutions, but in very dilute ones 
the positive pole becomes covered with a white deposit of 
ferrocyanate of silver, which materially retards the action. 
The presence of free cyanuret of potassium adds to the con- 
ducting power of this salt, and much facilitates the quickness 
of the deposition of the metal, and therefore as much should 
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]be contaiued in the solution as can be added without causing 
the metal to be thrown down in the various states of spongy 
deposit. The metal reduced from the salt, especially if re- 
duced with the utmost speed that the strength of the solution 
will allow, is as perfect in its physical properties as the best 
rolled metal, combining elasticity with softness and flexibility, 
and the decomposition may take place to any extent. 

The reduction of silver metal is very easily performed, and 
is economical. The equivalent of the metal is 108, therefore, 
for one equivalent of power, costing J^ of a penny, we obtain 
that quantity of silver, or the reduction of lib. avoirdupoise 
of silver, worth £4 4«., would by the simple battery pro- 
cess cost less than fourpence. For frurther particulars of 
the cost of the reduction of this metal, the student is referred 
to the equations and data given in a former chapter. 

(176.) Nickel is the last in the list of noble metals, being 
the most ignoble of that class. The nitrate of nickel, the sul- 
phate of nickel, the ammonio-nitrate and sulphate of nickel, the 
nickelo-cyanide of potassium, but especially the chloride of 
nickel, require consideration. The nitrate of nickel is very so- 
luble, but the metal has no great inclination to be precipitated, 
for the hydrogen appears rather to prefer being evolved than to 
reduce the metal. If the compound-battery process be used, 
the positive pole should consist of a fine platinum wire, and 
should only be immersed for a short distance in the solution. 
The sulphate of nickel is also a soluble salt, and the metal is 
reduced more readily from it than from the nitrate. It is 
best reduced by the compound-battery process, with a pla- 
tinum positive pole^ though a nickel positive pole may be 
employed. When we employ either the nitrate or sulphate 
of nickel for electro-metallurgy, it is preferable to use the 
solution as strong as possible. Of the compounds of these 
salts with the alkalies, those of ammonia deserve the prefer- 
ence, and the ammonio-nitrate, and the ammonio-sulphate may 
be used for the reduction of this rather troublesome metal. 
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Nickel forms a compound with the cyanide of potassium 
by boiling the oxyde in a solution of that salt, which takes up 
a considerable quantity. The solid salt is of a yellow 
colour, though the solution generally is of an orange tint. 
Even in this solution, the hydrogen seems much rather to be 
evolved than to reduce the metal, and for this reason we must 
have a very feeble power in relation to the strength of the 
solution. 

The acetate of nickel is easily formed, by adding pyrolig- 
neous acid to the oxyde of nickel. It forms a green salt, and 
may be decomposed either by the compound-battery with a 
platinum pole, or even by using a nickel positive pole ; but it 
is a bad solution for obtaining reguline metal, though the 
black powder can be obtained with ease. 

The chloride of nickel is formed by digesting the metal in 
muriatic acid. It forms a fine green-coloured salt, and a very 
excellent one for our purposes, as hydrogen in this case has 
not nearly so great a tendency to be evolved. It may be used 
with a nickel positive pole with one or two batteries, or with 
a series of two, three, or four little odds and ends'* batteries, 
and a platinum positive pole. The nickel so deposited has a 
peculiar white brilliant lustre, looking almost like glass, — this 
deposit is so very beautiful, though brittle when removed from 
the negative pole, that its examination would amply repay 
any person taking the trouble to precipitate it. It is such a 
contrast to the nickel of the shops, that no person would ever 
suppose that there was any similarity of composition between 
the substances, still less identity. For practical purposes this 
salt is perhaps to be preferred to all the others which have 
been mentioned, and, next to the chloride, the sulphate is th« 
best for the reguline deposit. 

Any of the above solutions will yield readily the pulve- 
rulent deposit by using a very strong galvanic current. 

Nickel possesses but a low equivalent, only 28 grains being 
deposited for one equivalent of power worth ^ penny. The 
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voltaic reduction therefore of an avoirdupoise pound worth 
7^. would amount to about 1^. 

(177.) Copper requires more than ordinary examination, 
because the purposes for which its reduction by voltaic elec- 
tricity has been applied are far more numerous than those of 
any other metal. Its reduction may take place from several 
of its salts, of which the sulphate, muriate, nitrate, and 
acetate, are the most worthy of attention. The sulphate is 
most commonly used, because it is the cheapest. It deposits 
thirty-two grains of pure metallic copper, for every hundred 
and twenty-five grains of the sulphate, decomposed by the 
voltaic current, and thirty-two grains of zinc are dissolved 
for every thirty-two grains of copper which are reduced. In 
the use of all the salts of copper we must call to mind the 
function of water in voltaic arrangements to dissolve the 
newly-formed metallic salt; and, therefore, we must take 
care never to employ solutions of the salts of copper at the 
utmost degree of saturation, but have a superfluity of that 
very important agent in our arrangements. Copper may be 
very readily reduced from a dilute neutral solution of the 
sulphate, and, in fact, from a solution of any strength, accord- 
ing to the laws given for the reduction of metals. It is, 
however, a salt of rather difficult decomposition, and offers 
considerable resistance to the passage of the electric current. 
Its conducting power, and, therefore, its facility of decom- 
position, may be increased by adding acid to the solution, 
which may be either dilute sulphuric, or dilute nitric. A 
^lution, made by dissolving one pound of the salt in four 
pounds of water, and by afterwards adding from one-third to 
one-half of its bulk of dilute sulphuric acid, is best adapted for 
many purposes. The dilute acid should consist of one part 
isulphuric acid to eight of water, well mixed together. This 
solution answers extremely well, when we have to cover non- 
conducting substances, to which a metallic or black lead co- 
vering has been given ; because the hydrogen, with a suffi- 
cient battery, has not such tendency to be evolved. 
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A variation may be made in this fluid, by employing rather 
less dilute sulphuric acid, and at the same time adding a little 
nitric acid, by which the conducting power of the solution is 
materially increased. A solution formed by a saturated solu- 
tion of sulphate of copper, diluted with one-third its bulk of 
dilute sulphuric acid as before, and to which two drachms of 
strong nitric acid are added, in the pint of fluid, forms a most 
unexceptionable solution for general purposes. The lateral 
growth of the copper in this solution takes place to a great 
extent, a property which always enhances the value of the 
process. The nitric acid attacks the positive pole, so that 
the metallic solution is apt to become stronger. When this 
takes place, the solution must be diluted. The positive pole 
is more apt to be attacked after the action has continued 
some little time, for nitrous acid is formed, which assists the 
solution. In both these cases, the reduction takes place with 
considerable rapidity. The effect of the acids is to diminish 
the resistance offered to the passage of the electric current, 
which is virtually equivalent to increasing the intensity ; and 
we find that the quality of the copper obtained by either of 
these methods is the same, being soft, flexible, malleable, and 
ductile, but not very elastic. To obtain these qualities in the 
most eminent degree, the voltaic power should be so regulated 
to the strength of the solution, that a little more would cause 
the evolution of a few bubbles of hydrogen. We generally 
require the copper to be somewhat harder, and more elastic 
than this; to accomplish which, we slightly increase the 
strength of the solution. 

The acid solution must not be employed when the nega- 
tive plate, or mould, to be copied consists of a more oxyd- 
able metal than copper ; for the acid would act upon it, and 
perhaps even entirely dissolve it. In this case, a neutral 
solution must be used. If in these cases the copper is 
required to possess the qualities which I have before de- 
scribed, a series of two, three, four, or more batteries must 
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be used if a strong solution be employed, by which means 
intensity is obtained, and the tendency to the evolution of 
the gas is increased. The cost would be, at the same time, 
double, treble, or quadruple that attending the application 
of one battery. A flexible state can be, also obtained by 
using a dilute neutral solution, with a single battery, or 
even by employing a stronger solution kept at an elevated 
temperature. The student will now begin to perceive the 
value of the grand principle — the regulation of the amount 
of electricity to the strength of the metallic solution. 

We can obtain the copper of the utmost possible hard- 
ness, though slightly brittle, if we are desirous of employ- 
ing it in that state, by adopting a somewhat different arrange- 
ment ; we employ a saturated solution of sulphate of cop- 
per, without any acid, a very large positive pole, and we 
use a cell of such a size that a considerable quantity of elec- 
tricity is generated. Tn this case the copper will be found 
extremely hard, and somewhat crystalline in its appearance. 
This state may be termed the greater crystalline, and the 
brittleness depends upon the crystals which form its struc- 
ure, as a mechanical dissection will show ; for if a piece of 
this copper be broken, a slight adhesion only will exist 
between the different particles of the copper. When we 
throw down the copper, however, in this state, it is apt 
sometimes to play curious freaks ; for the reduced metal, 
appearing to be abundant, passes to the back of the plate, 
causing nearly as much deposit behind as before. Sometimes 
it will pass to the comer, producing efflorescences apparently 
from a similar cause. 

From the preceding statement it is apparent, that 
it is quite a vulgar error to suppose that the brittleness or 
flexibility, the hardness or softness, of the copper, depends 
alone upon the greater or less quantity of electricity pass- 
ing, or, in other words, upon the rapidity of the process, 
for a plate may be a fortnight in its precipitation, and yet 
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SO brittle as to break with the slightest touch; and again, 
when the process has been performed in two days, or even 
twenty-four hours, the metal has exhibited great flexibility. 
We may reverse these results by altering the circumstances ; 
thus, a plate may be a fortnight in the making, and by using 
a weak solution and a slight current, be yet flexible; or it 
may be made in two days, and still brittle, by using too 
small a quantity in a very strong solution. The flexibility 
depends upon the quantity of electricity being suited to the 
facility with which the reduction of the metal from any solu- 
tion is efiected, and upon the quantity of salt contained in the 
solution ; thus, with a neutral solution of sulphate of copper 
alone, in order to obtain a flexible and soft plate, a small 
quantity of electricity must be employed, and that with a 
weak solution, if it be attached to only one cell of the bat- 
tery ; a stronger solution may be used with a series of batte- 
ries with the same result. If the solution be very acid, a 
more considerable quantity of electricity of a single cell will 
pass, therefore more sulphate of copper may be employed with 
the same result, agreeably to the laws regulating the preci- 
pitation. 

Extreme brittleness may be produced by using a deficient 
quantity of electricity in a strong solution. In fact, the plate 
looks as if it were nothing but an agglomeration of bright 
metallic sand, the particles having no greater cohesion than 
those of common sand-stone. This state may be called the 
lesser crystalline. 

The copper may be always thrown down as a black pow- 
der, a spongy or sandy deposit, by employing a very powerful 
battery, or by the other general methods stated in the descrip- 
tion of the laws. The sandy deposit, arising from too much 
electricity, must not be confounded with that from too little. 
They are, indeed, easily distinguished: the former always 
containing more or less traces of the darker spongy deposit ; 
while the latter possesses a metallic brilliancy ; either of 
them are equally brittle. 
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The nitrate of copper is a salt far more easily decomposed 
than the sulphate. It is an expensive salt, out of all propor- 
tion to the trouble of preparing it. In the form of appara- 
tus, however, where the solution is kept at the same strength 
by the aid of a copper positive plate, the first expense is 
the only one incurred. The electro-metallurgist may readily 
prepare this salt for himself by dissolving metallic copper in 
nitric acid. The operator must be careful not to expose him- 
self to the nitrous Aimes which are then generated, as by 
inhaling them, the pulse would be lowered, and other dis- 
agreeable consequences produced. It may be acidulated 
with nitric acid, which will increase its conducting power 
materially, so much so that scarcely any impediment will be 
ofiered to the current of a single pair of plates when a cop- 
per positive pole is employed. 

There is one objection to the use of nitrate of copper, for 
the hydrogen not only reduces the copper, but is enabled to 
decompose the nitric acid. This does not indeed occur when 
the acid remains as nitric acid to any great extent, but as 
soon as a little of it is decomposed and nitrous acid set free, 
it is apt to form little bubbles of deutoxyde of nitrogen on the 
negative plate, which remain adherent to it, and finally 
become encased with copper. A plate of copper will some- 
times be completely cellular from this cause, appearing like 
a sieve when held between the eye and the source of light. 

When this solution is employed, a pound of the salt may 
be dissolved in a pint and a half of water, and acidulated with 
half an ounce of strong nitric acid. From a saturated and 
acidulated solution of this salt, we can obtain a copper 
plate in the most rapid manner possible. The positive copper 
pole should be of the same size as that of the negative plate, 
and the two poles should be placed within half an inch of 
each other. A series of from four to six batteries must be 
employed at ordinary temperatures, though at high tempera- 
tures less would sufiice. A plate of copper should never be 
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made by the compound battery process however, unless it be 
wanted in a great hurry, for although the copper is the same 
in quality, or even slightly superior to that obtained by a 
single cell, yet the expense attending its precipitation is 
greater. 

For all the ordinary purposes for which the reduction of cop- 
per is required, there is no objection to the use of a small quan- 
tity of the nitrate in the solution, and indeed such should 
always be employed. There is no solution from which good 
copper may be obtained more readily than the sulphate 
to which a little of the nitrate has been added. For this 
reason I have mentioned the use of the nitric acid in the 
solution, when treating of the sulphate, and be it remem- 
bered that if the nitrate of copper is small in quantity rela- 
tively to that of the sulphate in any solution, the bubbles 
of deutoxide of nitrogen, which alone prevent the universal 
adoption of that salt, never occur. 

The muriate of copper may be employed, but I do not know 
that any advantage attends its application. It is not so readily 
decomposed as the nitrate, but more readily than the sulphate. 
From my own experience it is one of the worst solutions 
for the reduction of copper, a^s the metal is apt to assume 
a very peculiar appearance. From this peculiar deposition 
of copper the presence of muriatic acid had better be pro- 
hibited, and, therefore, we should never add it to our solutions 
of copper. In the employment of the single-cell apparatus 
muriatic acid should never for the same cause be employed 
even at the outer or zinc side, for we must recollect that 
almost all diaphragms allow a tolerably easy passage of the 
liquid from one vessel to the other. 

Other salts may be used, a^s the ammoniuret, acetate, and 
hypo-sulphite; these salts offer no advantage, when copper 
or any other metal of less affinity for oxygen is used for the 
negative plate ; yet, with metals having a greater affinity for 
oxygen, they may be employed with advantage, for it is 
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important that the negative metal of itself should exert no 
action upon the saline solution, otherwise the duplicate will be 
impaired. 

Acetate of copper is formed by digesting common ver- 
digris in acetic acid, and evaporating the product till crys- 
tals are obtained. It is a salt difficult to decompose, requiring 
the intensity of several cells. It is not decomposed by iron 
whilst neutral. 

The compounds which ammonia forms with the salts of 
copper, are the ammoniuret of the oxyde, the anmionio-ni- 
trate, and anunonio-sulphate of that metal; the reduction 
of the metal firom these is attended with difficulties, and it is 
requisite that the solution be alkaline from the presence of free 
ammonia. Iron and steel do not spontaneously decompose 
these compounds, but I am afraid that this, the only benefit 
attending their application, will not compensate for the trouble 
and difficulty attendant on the process. The last salts require 
a series of batteries to effect their decomposition, although a 
positive copper pole be used. 

The oxyde of copper is very soluble in the muriate of am- 
monia, but it forms a very bad solution for the precipitation 
of the reguline metal, as hydrogen seems to have a great ten- 
dency to be evolved in it. Cupreous sponge is best obtained 
from this salt. 

' We cannot employ a solution of iodide of copper in hydrio- 
date of potash, for iodine is continually being set free if iodide 
of potassium be added to a soluble salt of copper. Repeated 
washings of the precipitate will not help us. 

The sulpho-cyanide of copper I have tried, but do not like 
it for electro-metallurgy. The solution in sulpho-cyanide of 
potassium does not contain much metal. A copper positive 
pole is but feebly acted upon in it. 

The cupro-cyanuret of potassium is another salt, which has 
yet to be described. It may be formed by boiling the oxyde 
in cyanuret of potassium, or by making a sheet of copper a 
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positive pole in a solution of the cyannret of potassium. The 
salt when evaporated forms small white crystals ; the solution 
is not a very ready conductor, but may be improved by the 
addition of free cyannret of potassium. The only possible ad- 
vantage it possesses for electro-metallurgy is its non-decompo- 
sition by iron, though very fair reguline metal may be reduced 
from it by either of the battery processes. 

Sulphate of copper forms a great many double salts ; thus, 
we have a sulphate of copper and potash, sulphate of copper 
and magnesia ; and there are a great variety of other double 
Salts, as it forms compounds with almost all the alkalies, 
earths, and even some of the metallic oxydes. From the 
electro-chemical decomposition of these tiothing has tumed- 
np beneficial to the electro-metallurgist, and a great number 
of them when submitted to experiment were decomposed 
by iron. 

The compounds of oxyde of copper with vegetable acids 
offer no advantage. The citrate might be used, as it is 
soluble, and a copper pole dissolves in the liquid; but iron 
deduces it, so that, being but an imperfect conductor, although 
otherwise an excellent solution for the reduction of copper in 
the reguline state, it is never likely to be employed. 

The tartrate of copper forms rather an insoluble salt, and 
the potassio-tartrate cannot be turned to any good account, 
from the very slight action that the copper pole undergoes 
in the solution. 

There are even many other salts of copper, as the com- 
pounds of the oxydes with the acids of fat, &c., but they are 
insoluble, and there exist, moreover, a great variety of other 
salts of this metal which water does not dissolve. 

As a summary of the modes of proceeding with various 
solutions of different strengths, it is to be observed, that the 
more readily any particular salt can be decomposed, the 
stronger may be the solution ; the more difficult of decompo- 
sition, the weaker. A more concentrated solution of a salt 
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requires more intensity and quantity than a weak solution, 
whilst a weaker solution may have the current of a single 
battery passed through it. These comprise the whole of the 
practical secrets for regulating the quality of the copper, and 
they have materially assisted in the discovery of the general 
laws which have been already laid down, for in every case 
the hydrogen is near its evolution when the texture of the 
copper is at its utmost degree of tenacity. 

It has been mentioned that rolled copper may be used as 
the positive plate of the decomposition cell, as, during the 
action of the battery, the metal is dissolved to the same extent 
as it is reduced at the negative plate. It is curious to notice 
how regularly that part of the plate which is opposite tathe 
negative pole is thinned, until the whole is removed. From 
the amount of action being greater opposite to the surface 
receiving the metallic deposit, it happens that when a medal 
is allowed to remain for some time opposite a piece of copper, 
during the process, that a circular hole is formed in the posi- 
tive plate. For this reason, it is advisable so to vary the 
arrangement of the negative and positive surfaces, that every 
part of the plate of copper to be dissolved should be equally 
acted upon ; but during this process a considerable quantity of 
black matter, apparently charcoal, is left, arising from impu- 
rities in the manufacture of the copper. The ordinary sheet- 
copper of the shops appears a compound of copper and carbon, 
more analogous to steel than to pure copper. This carbon, it 
acquires in the very curious process called polling, which is 
performed by allowing willow sticks to be charred by the 
melted copper, when the metal absorbs a certain portion of 
the charcoal. The black matter is not always attributable 
to charcoal, for it appears to a much greater extent in a 
neutral than in an acid solution ; in^ which case it appears 
to be partly owing to the formation of an oxyde of the metal. 
If an electrotype plate be made the positive pole of the 
apparatus, no remains will be left, but every particle will be 
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dissolved. The piece of copper forming the positive pole of 
the trough may be partially dissolved by coating the rest 
with any varnish or substance which can resist the action 
of the fluid, a property of which hereafter we shall have more 
particularly to speak. 

The negative pole to receive the reduced copper may 
consist of a solution of sulphate of copper, plumbago, char- 
coal, gold, silver, platinum, palladium, nickel, or copper 
itself, all of these being suitable for the reception of copper. 
All other metals are, more or less, acted upon by the solu- 
tion, though lead and its alloys may be used with the sul- 
phate, especially if it be diluted. Tin is much inferior to 
lead for the reception of this metal, as it acts more readily 
upon its salts. 

The same observations apply to the nitrate of copper, ex- 
cept that lead, tin, and their alloys, much more readily act 
upon them than upon the sulphate, and that iron does not 
quite so readily decompose this solution as it does the sul* 
phate. Almost sil metals may be employed as the negative 
pole in the ammoniurets of copper, and also in the cupro-cya- 
nuret of potassium, for they so feebly act upon these solu- 
tions as to make it scarcely worth consideration. Iron and 
even zinc produce but little change upon them. 

The copper thus reduced, assumes the form and appear- 
ance of the cast on which it is deposited. If the surface 
of the original be polished, the duplicate will be so likewise, 
and the colour will, in many cases, be slightly influenced, espe- 
cially where copper has been used as the original. The surface 
is not quite so brilliant, where lead, tin, and such metals are 
employed, but when black lead is applied on smooth surfaces, 
as sealing wax or white wax, the surface of the duplicates 
is perfectly bright. 

When we desire to clean the surface we can easily effect 
our object by brushing it over with charcoal and water, or 
with emery and water, which speedily removes any extra- 
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neoiis matter from the surface. It is by no meand a good 
plan, ordinarily, to pimige the metal in acid and water to 
effect this object, as it acts upon the surface and injures the 
brilliancy of the metal. 

Copper may be reduced by the single-cell process, from 
a great variety of salts by means of zinc, tin, lead or 
iron; the first and last, however, being the only metals 
likely to be employed. The advantages and disadvantages 
of the single-cell in comparison with the battery apparatus, 
have been fully discussed in the first chapter of the second 
book ; but if there is one metal to which the single-cell 
process is more particularly applicable, it is copper, especially 
its reduction from the more ordinary salts : where the 
acid in conjunction with the metal is not worth preserving, 
the employment of the zinc single-cell apparatus, unless under 
particular circumstances, is better dispensed with. The reduc- 
tion of the metal by iron, is for its economy to be preferred 
to all other methods in those cases where it is applicable. 
Yet upon the whole, a^s the single battery process is suitable 
to every possible case, for which the reduction of copper can 
be required, it as a general rule must still supersede the other 
modes of working in copper. The expense of each process 
has already been noticed when treating .of the general means 
by which the expense of working in metals is calculated, and 
as the reduction of copper is there taken as an example, it 
would be but a vain repetition again to detail it. 

For copies of medals, and other works of art, a copper 
surface is not always desirable, bronze having a much better 
appearance, and this may be communicated in various 
ways. The one most generally adopted is the following : — 
The medal is covered ^ver with oxyde of iron, and placed 
in a mufile, and in this state exposed to heat ; when removed 
from the fire, it simply requires to be brushed, and is then 
fit for the cabinet. 

Generally, however, we adopt more ready methods of pro- 
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ducing the bronze ; one of which is to brush the medal over 
with black lead, immediately upon its removal from the solu- 
tion. It is then placed on the fire till moderately heated, 
when it may be smartly brushed with a hogVbristle paintiifg- 
brush, the slightest moisture being used at the same time, 
in order to remove the black lead. An uniform shining bronze 
is thus obtained. There is no method of bronzing to be 
preferred to this for beauty, as a medal not two hours old 
displays the fine colour of antiquity so much prized by numis- 
matists. In these operations, I believe an oxyde of copper 
is produced, to which the effect is mainly to be attributed. 
If the metal has been allowed to remain out of the solution for 
some time before the bronze is given, it is not found to take so 
readily. In that case it is better most thoroughly to clean 
the surface, and then to proceed as before. 

The application of a very minute quantity of grease, or 
wax, much improves the bronze. This is, however, unne- 
cessary when the copper has been deposited on a mould 
consisting in part, or entirely, of these substances; but in 
other cases the application is very advantageous. Grease 
or wax alone, when applied in an infinitesimal quantity over 
the surface of a medal, enables it to take a fine bronze when 
simply heated to a proper temperature. We cannot readily 
give the precise temperature at which the best effect is pro- 
duced, but, as a general rule, the heat should be applied 
just so high, and for such a length of time, that smoke from 
the incipient decomposition of the grease begins to appear. A 
greater heat causes the copper to blister, but if removed at 
that precise moment the surface will be beautifully oxydated. 
The perfection of this kind of bronzing, as well as that of 
the black-lead, depends in great measure on the skill of the 
operator, and the effect may be much enhanced by rubbing 
the medal with a nail-brush containing plenty of bristles, and 
finishing it with a little whiting, placed on a piece of wash- 
leather. 
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The French have a method of bronzing clich^es, which 
is very effective. They are sometimes so readily mistaken 
for copper, that a gentleman placed what he conceived to be 
a ^5oppe^ medal into a trough to obtain a reverse, when to 
his astonishment, on the removal of the mould, instead of 
a copper medal he found he had a leaden one. The mode 
by which this bronze appearance is given, is to moisten the 
surface with a little spirits of wine, and at the moment of 
drying, dusting it with a little red chalk, modified in colour 
with a portion of black-lead, and then with a good puff dis- 
persing any superfluity that may have been employed. This 
process might also be employed for copper medals, but the 
colour is, perhaps, not so fine as by the process already de- 
tailed. There are other modes of bronzing clich^es which are 
not applicable to copper, such as dipping them in a solution of 
the binacetate of copper, acidulated with acetic acid, by which 
means the medal reduces a small portion of copper, and there- 
fore has all the appearance of a copper medal. 

Instrument-makers have a mode of bronzing the copper 
which is used for binding-screws and other parts of their 
apparatus. It is simple and effectual, for the metal is simply 
to be rubbed over with a little weak solution of platinum, 
when the copper, or a portion of it, is dissolved, and an equi- 
valent proportion of platinum is thrown down. They gene- 
rally protect this from change by varnish, but this should 
never be applied to delicate impressions. A solution of gold 
would answer the same purpose, did not its value prohibit its 
application. 

Another valuable method of bronzing is the application to 
the metal of a very weak solution of the hydro-sulphate of am- 
monia, or the sulphuret of potassium, when a sulphuret of the 
metal is obtained, which is of a very beautifiil colour. If the 
solutions are used too strong, a thick layer of sulphuret is pro- 
duced, which much detracts from the beauty of the medal, 
as a work of art. 
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The object of all these methods is to throw up the fine 
workmanship*— a result which is efficiently obtained in the 
colour given bj the methods which have been detailed; 
the choice of these is left to the operator, but perhaps none 
excels, or even equals, the mode of bronzing by black lead, 
or grease, when those operations are performed with care, and 
in the manner which has been described. 

(178.) Zinc may be reduced in the bright metallic state 
from a variety of solutions, as the oxyde of zinc is soluble in a 
great number of acids. The sulphate of zinc, however, is 
by far the most common salt of this metal, and it is formed 
tolerably pure and in large quantities during the emjJoyment 
of galvanic batteries. The solution of the sulphate of zinc 
may be of any strength, but perhaps the stronger is to be pre- 
ferred. It should be as neutral as possible, and it is a good 
plan to add a little oxyde of zinc to the sulphate, but this salt 
always reddens litmus paper. Sulphate of zinc is best formed 
for electro-metallurgy in a series of my galvanic batteries, 
gradually decreasing the rapidity of the process towards the 
termination until zinc begins to be deposited. Zinc can only 
be reduced practically by the battery process. In the trough 
it is as well to use a very large zinc positive pole, and take 
especial care to cause a proper difiusion of the new sulphate of 
zinc. Hydrogen has a considerable tendency to be evolved 
from the solution. The battery should be small as the gal- 
vanic power should be feeble, and the resistance in this case 
should be rather in the battery or the connections than in the 
positive pole. Reduced zinc may be thrown down in a very 
flexible state, and is far more slowly acted upon in dilute sul- 
phuric acid than common zinc. 

The ammonio-sulphate of zinc may be made by adding 
liquor ammonise to a solution of sulphate of zinc. It is a 
good conductor, and may be used with a zinc positive pole. 
It is a tolerably good solution of the metal to obtain the 
reguline deposit. 
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Potash added to a solution of sulphate of zinc throws down 
a precipitate which is soluble in excess. The zinc is not so 
readily reduced from it as from the sulphate, and it requires a 
series to effect that object. The zinc positive pole does not 
freely dissolve in it. 

The chloride of zinc is usually formed by dissolving the 
metal in muriatic acid, when hydrogen is most abundantly 
evolved. It is now occasionaUy used in surgery as an escha- 
rotic, and it may be employed for electro-metallurgy in the 
same way as the sulphate of zinc. It is a good solution, but 
possesses no particular advantages. If chloride of zinc is 
formed by the galvanic battery, it is better adapted for elec- 
tro-metallurgy. This, perhaps, is the best solution for obtain- 
ing crystals of zinc. 

The nitrate of zinc formed by the action of nitric acid on 
zinc is the very worst salt I have tried for the reduction of 
the metal in the reguline state. 

The oxyde of zinc is very soluble in muriate of ammonia. 
There is a great tendency to the evolution of hydrogen in this 
solution, and therefore it is not a good compound for the re- 
duction of the reguline metal, though it is well adapted for 
obtaining zinc sponge in large quantities. 

The acetate of zinc may be formed by digesting oxyde of 
zinc in pyroligneous acid, or by making zinc the positive pole 
in that fluid. It is a very good solution for obtaining regu- 
line metal by the single battery process. 

The tartrate of zinc formed as the acetate, possesses no pe- 
culiar advantage for electro-metallurgy. 

The potassio-tartrate of zinc may be made by boiling the 
oxyde in cream of tartar, or by making a plate of zinc the 
positive pole in a solution of bitartrate of potash. The zinc 
positive pole does not freely dissolve in it. 

The hydriodate of zinc is a good solution for electro- 
metallurgy. It is best formed by galvanism, by using a zinc 
positive pole in a solution containing a very minute quantity 
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of iodide of potassium and a very large quantity of undis- 
solved iodine at the bottom of the vessel. The iodine will 
at last be entirely taken up and a corresponding quantity of 
iodide of zinc formed. 

The zinco-cyanuret of potassium may be formed by either 
digesting the oxyde in the cyanuret of potassium, or galvaniz- 
ing a plate of zinc in a solution of the cyanuret. It forms 
octohedral crystals, but it is a difficult salt to decompose, 
requiring a series of batteries for its reductiop, and it is diffi- 
cult to obtain even a small amount of zinc from it. 

The reduction of the zinc is not of much importance in it- 
self, although very interesting when considered in reference 
to the plates of galvanic batteries ; for if one battery in a 
compound series, from any cause, has the whole of its excit- 
ing fluid neutralized, then will that cell be in the same con* 
dition 3s the apparatus employed for the reduction of the 
zinc, and zinc will immediately be deposited on its negative 
pole. This will occur with all the forms of batteries now 
employed, although it is a property of no consequence, as the 
action of the battery ought to be stopped before it has so 
thoroughly exhausted itself. When this deposit takes place, 
it can readily be removed by placing the plate in contact with 
any metal which can act as a negative plate to it. The ne- 
cessity of this arises from the difficulty with which pure zinc 
is dissolved in acid. As soon as a dozen or more batteries, 
arranged as a series, have the acid of their exciting fluid satu-* 
rated with zinc, the zinc will be deposited on the negative 
plate, if a single battery only out of the whole number con- 
tain any acid ; thus eleven batteries out of twelve may have 
their negative metal thickly coated with a very beautiftil and 
perfect deposit of zinc, whilst the last will not have the small- 
est trace upon it. Zinc is never found in all the batteries of 
a series. There will be some curious matter to be discussed 
when we have to describe the reduction of alloys. 

In the reduction of zinc from any salt there is a difficulty 
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to be encountered whidi will be explained when treating of 
the reduction of alloys, for reguline zinc of the best quality 
may go down at first, but tifterwards one of the varieties of 
the spongy deposits will take place. This alone forms a great 
impediment to the reduction of zinc on a large scale. 

The reduction of zinc is generally a disadvantageous pro- 
cess, as the cost of its deposition is the same as that of copper, 
from their voltaic equivalents being alike. Zinc, however, is 
worth but threepence a pound, whilst the value of copper is a 
shilling. 

(179.) Cadmium ha« a variety of soluble salts, of which the 
sulphate, amnionio-sulpha^e, and chloride, are the only ones I 
shall notice. The sulphate may be employed with a cadmium 
positive pole and a small battery. For small negative sur- 
&ces, one of the odds-and-ends'' little glass batteries described 
when treating of the reduction of platinum is well adapted. 
Cadmium of good quality does not readily go down from the 
sulphate. 

The chloride of cadmium may be made by galvanism, 
by arranging a piece of cadmium as the positive pole in 
dilute muriatic acid. The chloride of cadmium behaves 
much in the same way as the sulphate. Cadmium, however, 
has a tendency to be thrown down in a peculiar state between 
the sponge and crystalline deposits, and hydrogen has a 
considerable tendency to be evolved from both this and the 
last solution. 

The ammonio-sulphate of cadmium may be formed by 
adding ammonia to a solution of the sulphate, as the pre- 
cipitate is soluble in very small excess of the precipitant. 
It may be employed with a cadmium positive pole in con- 
junction with a small odds-and-ends^ battery. This is the 
best solution for obtaining the reguline deposit, which may 
be easily thrown down in a flexible state from it. 

The reduction of cadmium might be followed with advan- 
tage as an equivalent of power, value ^ of a penny would 
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reduce about 56 grains of the metal, so that a pound of 
cadmium obtained by the voltaic force would only require 
about sixpence to be added to the cost of the metal, which, 
being scarce, is considerable. 

(180.) The salts of iron have a strong tendency to be per- 
oxydised, in which state they cannot be reduced by the 
voltaic current. We must use, therefore, the proto-salts of 
which the protoHSulphate of iron is a good example ; this is 
prepared very carefully for the use of chemists, and the re- 
duction of metallic iron may take place from a solution of 
their proto-sulphate. The metal upon which the deposit is to 
be effected, is connected with the zinc of the battery, whilst an 
iron nail is connected with the silver ; as the source of power, 
a relatively small single battery will suffice, and the silver 
need not be larger than the negative pole in the trough. 
The nail is to be just so &r dipped into the solution, that 
the minutest quantity of hydrogen, or none at all, is evolved 
from the metal to receive the iron; and after the lapse of 
a short time, the negative metal will become coated with 
metallic iron. The reduced metal is brighter, and rather 
whiter than polished steel, but it soon tarnishes in the air. 

Proto-chloride of iron may be formed by dissolving iron in 
muriatic acid ; it forms a perfectly neutral salt, and is well 
adapted for the reduction of the metal. It may be re- 
duced by either battery process, of which the single battery 
will always suffice. The hydrogen has not so great a ten- 
dency to be evolved as in the sulphate, and the metal goes 
down freely from it. This is an excellent solution, perhaps 
the best for the reduction of this metal. If the iron is re- 
moved from the plate on which it is deposited, the surface 
next to the negative pole is poUshed if the original is so also ; 
and very thin layers of this metal have a very fair cohesion, 
inferior, however, to the rolled iron of commerce. 

Iron may be reduced, but only in the minutest quantity, 
from the ferro-cyanate of potash, which is, therefore, useless 
for electro-metallurgy. 
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The compounds of iron with the vegetable acids may be 
employed for electro-metallurgy. The citrate may be made 
by arranging a plate of iron as the positive pole in a solution 
of citric acid ; but it is difficult of decomposition, requiring 
a series of batteries. 

The proto-ioduret of iron as used in medicine may be 
employed for electro-metalltirgy . It is not, however, so good 
a compound as the chloride for these purposes. 

Iron reduced by electricity has not yet been examined as to 
its magnetic properties, and, 'doubtless, pure iron obtained in this 
manner niust possess peculiar properties still undiscovered. 

The reduction of iron in a pecuniary point of view is the 
very worst process in the whole range of electro-metallurgy ; 
for the metal is worth scarcely anything in comparison with 
others we have had to treat of. The iron-masters, doubtless, 
will sleep in perfect security when they are told, thai for one 
equivalent of galvanic power derived from my battery cost- 
ing ^^ of a penny, but 28 grains of iron are reduced ; so that 
the reduction of lib. of iron, worth about one penny, would 
cost more than one shilling for the bare materials used in its 
reduction, to be added to the value of the metal. Under this 
aspect of affairs, not only the blast, but even the puddling 
and melting Aimaces, are likely to continue to send forth 
their pestiferous fumes by day, and their pandemonium-look- 
ing flames by night, corrupting the atmosphere to the in- 
jury of vegetation, as well as to the detriment of the health of 
all living beings. 

(181.) Tin is a difficult metal to manage, because the 
transition from the decidedly spongy state to the crystalline 
is so rapid, that we can scarcely hope to obtain any amount 
of reguline metal. The salts which I have tried are numerous, 
but they all have the same general characters. The muriate 
is the most common of the salts of tin. It yields very fine 
crystals when decomposed by a small odds-and-ends' battery, 
with a tin positive pole. If the battery is very active, the 
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tin positive pole large, and the solution strong, the growth is 
marvellous ; a little point will present itself on the negative 
metal, which rapidly increases, and in a few seconds will grow 
to the positive pole. If during this rapid growth the positive 
pole be moved the crystal will follow it. 

The finest crystals are obtained, however, by the strongest 
neutral metallic solution, and a very low action in the bat- 
tery. The deposit is certainly very beautiftil. The spongy 
deposit of tin is very peculiar, and the electro-metallurgist is 
apt to see it much oftener than he wishes ; for that light, floc- 
culent, spongy deposit, which is frequently observed during 
the action of the battery, is nothing but metallic tin, arising 
from zinc clippings mixed with solder being melted with the 
rough spelter; if a little of this mass be squeezed between the 
fingers into a mass, and then struck and rubbed against any- 
thing hard, a bright metallic surface will be exposed. 

The sulphate of tin may be formed by digesting the proto- 
oxyde in dilute sulphuric acid ; it is rather a better salt than 
the other ; and might be used for some purposes to coat iron. 
A kind of lesser crystalline deposit may be obtained from it, 
but not sufiiciently good to &rm a tin medal. 

The oxalate of tin and acetate of tin are made in the same 
way as the sulphate. They are not quite such good con- 
ductors as the sulphate, and do not yield good reguline tin to 
any extent. 

The potassa solution of the oxyde of tin is a bad conductor, 
requiring an intense battery for its decomposition. A good 
thin layer may be deposited from the solution, but I have never 
made a medal with it. 

The oxyde of tin dissolved in cyanide of potassium is difii- 
cult of decomposition, and does not yield any amount of tin. 

I have tried a great variety of other mixtures of these salts, 
as oxyde of tin with cream of tartar, sulphate of alumina, 
chloride of sodium, hydriodate of potash, &c., &c., without any 
satisfactory result. 
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The reduction of tin by galvanism cannot be considered an 
advantageous process^ &om the low value of the metal. One 
equivalent of power, costing -^th of a penny, will reduce 
about 58 grains of tin, making the cost of the power about 
sixpence a pound to be added to the value of the tin. 

(182.) Lead has but few soluble salts, of which the ace- 
tate, the nitrate, and plumbo-cyanide are the principal which 
deserve attention. 

The acetate is abundantly soluble, and may be employed 
&r the reduction of the metal. It may be used with a lead 
positive pole, connected with a small battery. Lead has such 
a tendency to be deposited in crystals firom this solution, and 
the crystals grow so rapidly, and to such a size, that it is in 
vain to attempt to obtain the reguline deposit from it> espe- 
cially as the gradation from the spongy to the reguline 
deposit is very close. The crystals of lead as reduced by zinc 
form what is termed the lead tree. To produce it a small 
piece of zinc is suspended in a bottle, containing a clear solu<^ 
tion of acetate of lead, when speedily the metal begins to be. 
thrown down, and continues to be deposited in the beautiful 
forms to which the name of the lead-tree is given. The 
experiment may be varied by using a copper wire round the 
zinc, and passing it to the bottom of the vessel, when the 
lead will also be deposited on the copper wire ; in a solution 
of acetate of lead, the positive pole, becomes incrusted 
with a deposit, which is the peroxyde of that metal. I have 
observed a similar deposit in the decomposition of other me- 
tallic salts, but as none have been turned to any account but 
this, the fact need not be more particularly alluded to. The 
production of this oxyde has been used by Mr. Gassiot to 
form metallo-chromes, which for striking effect and beauty 
of colours are unequalled by any other work of art. They 
are formed by throwing down a deposit of this compound of 
various thicknesses on a plate of polished metal (buriiished 
steel answering best). The difference in the thickness of this 
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deposit ie accomplished by placing the pkte of steel at unequal 
diatancee from the negative pole. The negative pole should 
oonrast of a copper disc made slightly convex, which at once 
very efiectually causes a variation in the distances. The exact 
modut operandi, which Mr. O-assiot recommends, is to place 
the polished steel plate p^, 28. 

(p), in a solution of ace- 
tate of lead, and over 
that a pieceof card with 
some regular device cat 
out (c). A smaJl rim 
of wood (to) should be 
placed over the card and the circnlar copper disc (rf), (which 
is represented in the wood-cut on one side), over all. On con- 
tact being mode irom 5 to 20°, with 2 or 3 cells of a small 
battery — the steel plate being connected with the silver, the 
copper disc with the zinc, the deposit will be effected, and a 
series of those exquisite colours will delight the operator, which 
arise irom the decomposition of light, by a layer of different 
thicknesses of peroxyde. By reflected light every prismatic 
colour is seen, and by transmitting light a series of prismatic 
colours complimentary to the flrst series will appear occupy- 
ing the place of the former series. 

The best way of viewing these beaatiful &iry forms ie to 
place the plate before a window, and incline a sheet of white 
paper at an angle of 46° over the plate, when if the plate be 
viewed at a considerable angle the colours appear to stand 
boldly forth on a white ground." 

The tris nitrate of lead forms rather a better salt for the 
reduction of reguline metal. It may be used in the same 

* I have formed metallo-chromes analogous to those described in the 
text, in a very different way, yet dependent on the same principle. A pkte 
of polished copper placed over a card device, and then exposed to iodine, be- 
comes coated with a thin film of apparently iodide of copper, which shows 
the prismatic colouiB very beautifully ; yet far inferior to those formed by 
peroxyde of lead. This esperimeni may be varied in many ways. 
2a 
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way as the acetate, but I have only reduced small portions of 
regoline lead that I could strip from the negative pole from it. 

From the plumbo-cyanide of potassium I have reduced regu- 
line lead of good quality, which could be stripped from the ne- 
gative plate, still only in small quantities ; probably, from the 
insolubility of the oxyde of that metal at the positive pole. 

The reduction of lead by galvanism is not, independently 
of the difficulties attending it, a good process, because the 
value of the metal is low, yet inasmuch as we obtain for 
one equivalent of power 104 grains of lead, that would rather 
lessen the cost of the process. 

(183.) Antimony is one of those metals by no means de- 
serving more than a cursory glance. The only solution which 
I shall notice is that of the potassio-tartrate. It is tolerably 
well adapted for the reduction of the metal in the reguline 
state. It is not very readily decomposed, requiring a couple 
of batteries with an antimony positive pole. The metal is then 
thrown down slowly, but forms a brilliant deposit, which may 
be stripped from the negative pole. Antimony instead of being 
deposited at the negative plate, in some cases combines with 
the hydrogen, and is evolved as antimoniuretted-hydrogen gas. 

(184.) Bismuth is another metal, to the characters of 
which, in an electro-metallurgical view, very little interest 
can be attached. Its super-nitrate is a soluble salt, and may 
be employed with a positive pole of the same metad attached 
to a single battery. The deposit, however, from this solution 
has a tendency to assume a mixture of the sponge and crys- 
talline deposits. 

The tris nitrate, ox medicinal salt of bismuth, is an in- 
soluble salt, and therefore inapplicable for our purpose. 

The iodide of bismuth is soluble in excess of iodide of 
potassium, but I have not turned it to any good account. 

The potassio-tartrate of bismuth may be soluble by making 
a piece^ of bismuth the positive pole in bi-tartrate of potash. 
It may be employed with two batteries arranged as a series. 
It is not a ready conductor. The metal is reduced but slowly 
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from it. A white powder forms upon the positive electrode, 
which at length stops the action. So little importance is 
attached to the reduction of this metal in the reguline state, 
that I have not bestowed much time upon it. 

(185.) Uranium is another metal which I have endeavoured 
to deposit firom its nitrate but without success ; in fact, being 
a proto salt it was not likely to be reduced. I have not suc- 
ceeded in procuring any proto salts of uranium on which to 
experiment. 

(186.) Arsenic is a metal not likely to be of much value for 
electro-metallurgy, yet there are some important circum- 
stances to be noticed in its characters when subjected to the 
voltaic fluid, which require some notice in this place. 

The oxide of arsenic or arsenious acid is frequently em^ 
ployed as a means of destroying animal life, and though its 
means of detection when improperly administered, are more 
simple and certain than that of any other poison whatever, 
the minds of chemists are continually being directed to some 
new mode of effecting that object. As far as the voltaic 
power may be brought to bear in the detection of this metal, 
I shall briefly notice the subject, but no frirther. 

Arsenious acid is not very soluble in water, and is but a 
bad conductor of the voltaic force. It may be decomposed 
by a series of batteries with platinum electrodes, oxygen being 
evolved at the positive, and the metal reduced at the negative 
electrode. The hydrogen, however, in this case, not only 
reduces a part of the metal, but combines with another part, 
formmg arseniuretted-hydrogen gas. This gas has a peculiar 
alliaceous or garlicky smell, which is a good characteristic 
of its presence. If a small jet is inflamed and a cold 
object placed over it, arsenious acid is deposited, but, how- 
ever, if the cold object be depressed so as to cut a portion of 
the flame, metallic arsenic will be reduced. 

The phenomena appertaining to this gas were first applied 
ingeniously by .Marsh to the detection of arsenic. He em- 
ployed zinc, dilute sulphuric acid, and the suspected liquor, 
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aad then tested the hydrogen when inflamed, in the i 
jnst pointed out. He deBcribes a considerable number of 
pretty contrivances for effecting that object; sometimes he 
uses a tube simply bent upon itself into one end of which 
a stop-cock and jet is fixed, the other being left free ; some- 
times he dilates his tnbes into a bulb. A great variety of ap- 
paratuses are described for the production of the gas. All 
these forms are well adapted for the detection of arsenic when 
they are not wanted for organic mixtures, but when the con- 
tents of the stomach have to be examined, they are generally 
but ill adapted from the froth that generally ensues. When 
arsenic is taken into the stomach, that organ not liking its new 
customer endeavonrs to remove him out of contact by pouring 
out a large quantity of mucus which envelopes the poison 
and protects the stomach in some degree from its influence. 
The cunning chemist should mechanically dissect from this se- 
cretion the white powder, and subject that to experiment, for 
it is only in those cases where poisoning is effected by very mi- 
nnte quantities, that the poison is not at once seen as a white 
powder. Having separated it, it is to be dried at a gentle 
heat, and distilled frvm the bottom to the upper part of a test 
tube by means of a spirit lamp when it is ready for the va- 
rious experiments to which the operator is inclined to submit 
it. If we choose the arsenioretted-hydrogen test the vessel 
should be capacious, a phial with a piece of glass tube drawn 
to a point and inserted in the cork, is well adapted. 

Fig. 27. ^'"'^ i^ ''P^ ^ contain arsenic itself, there- 

fore it would be better always in judicial 
cases to employ that reduced by the voltaic 
agent ; the sulphuric acid is also apt to be 
intermixed with small portions of this metal, 
for which reason both should be tested before 
they are used. We should never be satisfied 
with this test alone, unless we can obtain 
arsenious acid sufficient to test with the am- 
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monio-nitrate of silver, ammonio-sulphate of copper, and sul* 
phuretted-hydrogen, for not only may a little black crust of 
antimony be mistaken for arsenic, but even a little animal 
matter may give a similar deposit. 

Morton, in order to overcome the errors from impurities in 
the acid and zinc, proposed to subject the suspected fluid to 
an intense galvanic battery, and then examme the hydrogen. 
The only difficulty in this proceeding is the imperfect con- 
ducting character of the compound to be operated on. This, 
difficulty might be overcome by the addition of pure potash. 

I have now to call attention to the following mode of taking 
advantage of the opportunity affi)rded to us of subjecting the 
suspected fluid to a long continued galvanic current of but 
feeble quantity ; for by that means we should be enabled to 
determine the presence of arsenic, by heating the negative 
pole in a test tube, when arsenious acid would be formed. 
This would be deposited at the upper part of the tube, and on 
being tested would give the most unequivocal signs of the pre- 
sence of that metal. This although by no means the mostdeli- 
eate is by far the most satisfactory proceeding we can adopts 
for we need not introduce into the suspected solution, any new 
substance, so that not a shadow of doubt could be thrown on 
the accuracy of the result if arsenic be obtained : if, however, 
we do not succeed in obtaining arsenic, it is not an infallible 
proof of its absence. By this plan the following characteris- 
tics are shown : 

(a.) The reduction of the metallic arsenic on platinum. 

(b,) Its volatility and conversion into arsenious acid, leaving 
the platinum clear. 

(<?.) The yellow precipitate of arsenite of silver with amr 
monio-nitrate of silver. 

(flf.) The green precipitate of arsenite of copper with ammo- 
nio-sulphate of copper. 

(e,) The yellow sulphuret of arsenic with sulphuretted-hy- 
drogen. 
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In conducting the process, a series of not less than a dozen 
batteries should be used, and the process should be continued 
till the negative platinum pole (a wire will suffice) becomes 
coated with metallic arsenic which presents a somewhat bright 
black appearance. The wire is then simply to be coiled up, 
placed in a test tube, and heated over a spirit-lamp when 
the arsenious acid will be seen at the upper part of the tube, 
as small white crystals, which are to be dissolved and sub- 
jected to the other solutions. By continuing this process 
sufficiently long, the whole or the greater part of the arsenic 
will be reduced, and then would the medical man be ena- 
bled to go into court armed not only with the reasons in his 
breast, but the arsenic in his hand. 

If a copper or a silver positive pole be used in a solu^ 
tion containing arsenious acid, the yellow or green precipitate 
will be formed ; but they are not satis&^tory modes of detect- 
ing the presence of that metal. 

(187.) I have endeavoured to reduce tungsten from tung* 
stic acid by using a small platinum wire as a positive pole in 
the solution of the acid. It is but an imperfect conductor, 
and requires a series of nine or ten batteries. I have not, 
however, succeeded in obtaining any metal from the acid. 

(188.) Oobalt may be reduced from its chloride, to which 
excess of ammonia has been added, by using a cobalt positive 
pole connected with a series of batteries, when the deposition 
will take place upon the negative plate, which may consist of 
copper. The reduced metal is white, but it is not thrown 
down freely. The chloride of cobalt alone, seems only to yield 
an oxyde at the negative pole. The cobalto-cyanuret of potas- 
sium formed by digesting oxyde of cobalt in the cyanuret, yields 
by decomposition with a compound battery some metal, but hy- 
drogen has a great tendency to be evolved from this solution. 

(189.) Manganese has been attempted to be reduced from 
the sulphate or chloride with signal failure, for the hydrogen 
hss a decided preference to be evolved, even from a polished 
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8nirface, than to reduce the metal. At the positive pole an iri- 
descent deposit, apparently a peroxyde, is abundantly thrown 
down. 

(190.) Hitherto we have only considered in this chapter 
the formation of single salts, and the reduction of simple 
metals. We have now to discuss the important question, 
whether two or more metals can be reduced at the same time ; 
and whether the metals can be thrown down conjointly with 
other bodies. This, considering the amazing number of solu- 
tions, becomes a very complex question ; and only a general 
outline of the principles regulating these phenomena can, in 
the present state of our knowledge, be attempted. In enter- 
ing upon this subject, I began by selecting metals far apart 
in the facility of their reduction by hydrogen ; thus, solu- 
tions of the salts of zinc and copper, being mixed, only cop- 
per was reduced at the negative pole. Without detailing a 
mass of similar experiments, I shall at once state as a ftmda- 
mental principle, an absolute law derived from a most exten- 
sive examination of the voltaic force, that the voltaic cir- 
cuit is invariably completed in that mode which offers 
least resistance to the passage of the force. That is to 
say, that if a great variety of roads are offered by which that 
object may be effected, that the force, provided the road be 
large enough, would pass exclusively through the one offering 
the least resistance. To take an example of this, add to strong 
nitric acid, — chloride of gold, chloride of platinum, chloride of 
palladium, and any other metallic salt you have at hand that 
will remain soluble in the acid ; and then decompose the mix- 
ture between platinum poles, you will find that the circuit will 
be completed alone through the nitric acid. You may ana- 
lyze your experiment by placing each salt in a separate vessel, 
with precisely the same result, as the current will alone tra- 
verse the fluid easiest of decomposition, provided that the elec- 
trodes exposed to that fluid be sufficiently large. By acting 
upon this principle the student will perceive that one body 
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might be separated from another, or even from a variety of 
others ; thus if brass is dissolved in dilute sulphuric acid by 
the aid of the voltaic force, the precipitate at the negative 
pole will by management be pure copper only. A person who 
accidentally stumbled upon this result, bought a large quan- 
tity of that alloy in the vain hope of amassing a fortune by 
what he conceived to be a transmutation of metal, though he 
doubtless must have discovered at last that he only obtained 
the copper originally contained in the alloy. 

Whatever experiments are detailed relative to the reduc- 
tion of the alloys, the converse of them applies exactly to the 
separation of one metal from another. Before we proceed ftir- 
ther in our inquiries we should form a list of the fluid roads by 
which the voltaic circuit may be completed, and place them in 
the order of the facility with which the passage is made by 
the voltaic force. As it has been shown that the decom- 
position of various salts is attributable to the secondary action 
of hydrogen, termed electro-chemical decomposition, the first 
thing that we have to determine is the point, in various cases, 
at which hydrogen would rather be evolved than decompose 
the metallic salt. But the very construction of my battery 
depends upon the primitive fact that different metals, and 
even the same metals under different circumstances, evolve 
hydrogen from the same solution with various facilities. It is 
natural to suppose then, if our law for the passage of the 
fluid be correct, that there are some cases where the nature of 
the negative plate on which the reduction of the new deposit 
takes place, influences the result : this is actually found to be 
the case, for sometimes in the self-same solution, when a 
smooth negative plate is used, the circuit would rather be 
completed by reducing a metal, but when a rough plate is 
employed, by the evolution of the hydrogen. This most in- 
teresting fact is in no instance better shown than in a 
slightly-acidulated solution of sulphate of zinc, from which 
bright zinc will go freely down on smooth platinum, whilst 
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from platinized platinum the hydrogen would be evolved. 
This experiment may be varied a hundred analogous ways^ 
with results at one time in favour of the evolution of the gas, 
at another of the removal of the gas by the decomposition of 
some compound. This at once introduces a new element into 
our reasonings, for we should form a table showing the relative 
ease with which hydrogen is evolved from various bodies; 
the top of this table is either platinum, palladium, or silver, in 
the infinitely divided state used for my battery, but the exact 
relation which the perfectly divided metals bear to each other, 
or even to themselves in other states, in different solutions, or 
even in the same solution, at different temperatures, I am 
unable at the present time to give ; indeed it would be a 
work of such mechanical labour, that I should not with my 
present avocations feel warranted in undertaking it. 

The evolution of hydrogen gas from any given solution be- 
ing taken at unity as soon as the ease of its evolution is 
less than any other mode by which the circuit may be com- 
pleted, the evolution of the hydrogen is ceded to that 
mode : generally, the hydrogen if not evolved, reduces some 
oxygenated body or some metallic salt, and then the analogy 
is kept up by its reducing that salt, which yields its metal 
most readily to the gas. The gas is perhaps easiest evolved 
from muriatic or dilute sulphuric acid. 

We here require aiiother extensive table showing the rela- 
tive ease with which bodies are reduced by hydrogen ; per- 
haps nitric acid is at the top of the list ; then follow the salts 
of some of the nobler metals, whilst salts of zinc and numerous 
other metals are below the evolution of hydrogen from sul- 
phurie acid. 

Nitric acid. Hydrogen dilute sulphuric acid. 

rGold chloride. Cadmium sulphate. 

< Palladium nitrate. Zinc sulphate. 

^ Platinum chloride. Nickel sulphate. 

Silver nitrate. Iron sulphate. 

Copper sulphate. Manganese sulphate. 

Tin sulphate. Salts of alkalies, generally. 

2 B 
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The above is given as a rough specimen of a table show- 
ing the relative facility by which the removal of gas may be 
effected ; therefore, supposing our electrodes were sufficiently 
large, and an ample supply of solutions of the various salts 
were afforded, but one compound would be decomposed at one 
time. 

However, suppose by using an intense voltaic current we 
compel such a quantity of the force to pass from a small elec- 
trode, that any one compound body in its vicinity is insuffi- 
cient to complete the circuit, it would then be completed 
through two, three, four, or more bodies, and it would reduce 
them all at once ; thus, our mixture of metallic salts with 
nitric acid, decomposed. by an intense current with small elec- 
trodes, had a great variety of metals reduced, whilst on the 
increase of the poles the circuit was entirely completed through 
the nitric acid. In the same way I have decomposed twenty 
different solutions, arranged not as a series but as one decom- 
position cell. 

As a general principle, to obtain a deposit of two or more 
bodies on any negative pole, we must use a quantity of the 
voltaic force, more than sufficient to reduce the elementary 
substance from the compounds most readily decomposed. By 
the first law regulating the quality of metal reduced by the 
voltaic current, the metal is always reduced as a sponge when 
hydrogen is evolved from the negative plate ; therefore, it 
would be impossible to obtain 'a reguline alloy in a solution 
of any two metals, one of which is above the other below the 
evolution of hydrogen, from the particular negative pole we 
employ in these solutions. 

Such is a rough sketch of the principles to be pursued for 
the reduction of alloys, but at present practically I have not 
reduced a perfect reguline alloy of any metal, though I feel no 
doubt by following out the above principles, a person might 
succeed in attaining his object with some metals, by a careful 
examination of their various salts. 
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The general principle which regulates the reduction of 
alloys is far more important than for the specific object for 
which it is given; for the experimenter will find that the 
current will invariably pass through the road which presents 
the least obstacle, be that obstacle solid, fluid, elementary, 
compound, small or great. 

(l91.) In conducting my experiments on the reduction of 
alloys, certain phenomena and peculiarities were noticed that 
have so important a bearing on the theory, or rather the 
rationale of the voltaic current, that it becomes my duty at 
once to draw up the curtain and expose the conclusions to 
which they lead, as a knowledge of them will give to the 
operator great advantages, and enable him, by rightly under- 
jstanding the force with which he is working, to conduct his 
various processes to the best possible advantage. 

In these experiments I noticed that in various mixed solu- 
tions the quantity of voltaic force passing was not at all de- 
pendent on the nature of the negative element, but upon the 
ease with which the hydrogen was removed from it. Thus in 
a solution of sulphate of zinc very slightly acidulated the hy- 
drogen could not be evolved from smooth copper, but would 
rather reduce the sulphate of zinc when connected with a 
Ismail battery. The substitution of smooth platinum in no way 
added to the power, but the employment of platinized plati- 
num caused an abundant evolution of gas, even to the removal 
of the zinc already reduced on the smooth platinum. Any 
metal having but little affinity for hydrogen caused a similar 
result ; thus, iron caused gas to be evolved and increased the 
force passing, when smooth platinum would not have the 
effect, and even zinc itself caused a little gas to be evolved, 
because the adhesion of the gas to it is slighter than the ad- 
hesion to smooth platinum. 

In the same way I observed that nitric acid allowed fer 
more electricity to pass than sulphate of copper ; and that 
again, than dilute sulphuric acid, simply from the facility with 
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which hydrogen reduces these suhstances being greater than 
the facility of its evolution, I moreover noticed in other 
cases that the hydrogen would rather be evolved than reduce 
a metallic salt, — as sulphate of zinc ; — and in every case that 
the facility of its removal affected the amount of power pass- 
ing, quite independently of the nature of the negative plate. 

Now these facts appeared to me a positive proof of there 
being no such thing as a negative plate contributing to the 
production of power, and that this latter is of no value, 
fiirther than as a means for the removal of the second element 
of the intervening compound fluid. On the other hand, the 
multitude of experiments by Faraday all show that the che- 
mical action between one element of a compound fluid and 
some conducting body appears to be the source of the power, 
or rather that the power is always dependent on and propor- 
tionate to this chemical action. Putting these two series of 
facts together, an idea presented itself to my mind explana- 
tory of the nature of the voltaic force, for if the force from 
the experiments of Faraday, is proved to depend on chemical 
action, and the negative pole from my own experiments is 
proved to be useless, except as affording the means for the 
removal of the second element of the compound fluid, then it 
follows as a natural consequence, that if the chemical affinity 
of any substance for one element of a compound fluid is 
greater than the resistance offered to the evolution of the 
second, force is produced. Now it immediately occurred to 
me that some metals might be made to reduce from a solu- 
tion of one of their own salts, metal of the same description, 
by placing the metal partly in a solution for one element of 
which it has great afiinity, and partly in a solution of one of 
its salts. This was actually found to take place in various 
cases, by following the facts that were made out respecting 
the ease with which hydrogen reduces various salts. 

Zinc reduces zinc by taking a piece of the metal and 
doubling it, one half is then to be amalgamated and placed in 
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dilute muriatic acid, and the unamalgamated into a strong 
solution of chloride of zinc, made as neutral as possible, when 
the affinity of the chlorine for the muriatic acid is sufficiently 
great to cause zinc to be reduced at the other end of the 
same piece of metal. The use of platinum, palladium, silver, 
copper, or any other metal appears not to increase the action 
in the least, which experiment shows most powerfiilly the utter 
fallacy of the contact theory, or in other words that the voltaic 
force is in any degree dependent on the opposition of one sub- 
stance to another. In this experiment according to the advo- 
cates of this now untenable doctrine, the force should have 
set from the amalgamated zinc to the mercury, the two 
metals, according to these visionaries, having from simply 
looking at each other the property of evolving power, but 
we find that the chemical affinity determined the course of 
the current. 

Copper may by very simple means be made to reduce cop- 
per with truly great rapidity ; for if a test tube be half filled 
with sulphate of copper, and then muriatic acid be poured 
gently at the top, so that the two fluids do not mix to any 
great extent, and a copper wire be then placed throughout 
the whole length of the tube, it will speedily show signs of 
action. The copper in the acid will rapidly dissolve, whilst 
copper will be as freely deposited at the lower part of the ves- 
sel. Now copper will undergo no action alone, either in mu- 
riatic acid or sulphate of copper. This experiment may be 
varied by the use of different acids or even some salts at the 
upper part of the vessel, for although muriatic acid shows this 
experiment most strongly, dilute sulphuric acid or muriate of 
ammonia will produce the same result. 

Silver reduces silver by placing one end of a silver wire 
in a porous tube containing nitrate of silver, the other in 
dilute sulphuric acid, though the metal placed in either sepa- 
rately is not affected. 

Lead reduces lead by immersing one end of a piece of 
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lead in a solution of the tris nitrate of lead, the other in 
dilute nitric acid. 

Tin reduces tin by placing one portion of a piece of metal 
in muriate of tin, the other in muriatic acid. 

Gold even reduces gold by immersing one end of a gold 
wire in the chloride, the other in dilute muriatic acid, the 
two solutions being separated as in all the former cases by a 
porous diaphragm* 

There is a beautiful experiment detailed by Mr. Grove, 
which is analogous to those last described, though he attri- 
buted the results to a different cause. His experiment is to 
place two pieces of gold wire in muriatic or nitric acid, sepa- 
rated by a porous diaphragm, when no action will take place 
on either, but on being connected, that in muriatic acid will 
rapidly be dissolved, and the nitric acid will at the same 
time be decomposed by the hydrogen transferred to the other 
part of the wire. 

From the various experiments which I have examined, 
added to the extensive researches of Faraday on the chemical 
portion of the voltaic pile, the voltaic force may be defined 
to be certain effects produced by the chemical action of 
a body on one element of a compound, and manifested 
between this point of action and the evolution of the 
second element. It might in other words also be defined 
to be peculiar properties evinced between the chemical action 
of a body on one element of a compound, and the evolution 
of the second element, the point of abstraction and subsequent 
combination of the first element being called the positive pole ; 
the point of evolution or removal of the second element of the 
compound body, the negative pole. Hence it might be called 
circular chemical action, because the phenomenon always 
evinces itself as a circle. 

These definitions suit equally every possible ca«e, and there 
is but one point included in those definitions which is uncer- 
tain, though as they now stand, whichever way that doubtfiil 
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case be taken, they equally apply. The diflBiculty, and the 
only one, that I know concerning the prodaction of the voltaic 
force, is an uncertainty whether the force is produced by the 
analysis of the compound body, or the synthesis of the newly- 
formed salt. This is a point concerning which, perhaps, we 
shall ever be ignorant, yet analogy would rather lead us to 
suppose that the combination rather than the analysis is the 
source of the voltaic force. These definitions show why we 
cannot obtain the force from the union of two elements ; in* 
deed, we can never hope to obtain voltaic power from ordinary 
combustion, for though the energy of the combination of 
oxygen with carbon is immense, there is no second element, 
and therefore no intermediate point at which the effects can 
be manifested. For the same reason no force can be obtained 
from the union of liquid sulphur or bromine with metals. 

The intensity of chemical action being always proportionate 
to the voltaic power, and being the only source of power in 
the pile it follows, that (I) the intensity or the power the 
voltaic fluid possesses of overcoming obstacles is equal to (F) 
the affinity which regulates the chemical action. But as we 
find that this power is lessened under different circumstances, 
JzzF-^0. ' O standing for the whole of the obstacles afford- 
ed to its passage. 

Let us take at once a circle and examine its properties. 
We find that the intensity of the action (I) is equal to 
the affinity (F) of the body used 
to separate one element of the ^^- 28- 

compound fluid (in the galvanic 
battery this is produced by the 
zinc and oxygen) lessened by 
the mechanical resistances afford- 
ed by the removal of the new- 
ly-formed compound {a) by the 

obstruction offered to the passage of the force by the com- 
pound solution (r), by the imperfection of the conducting 
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power of the solid parts of tlie circuit (c), and lastly, by the 
obstacle which is afibrded to the removal of the second ele- 
ment of the compound fluid (e) ; thus we have algebraically 
/=i?^— -a-f r+c+e. This circle is supposed to consist of but 
a single atom of fluid, exposed at one time to the action of 
the body combining with one of its elements, and all the re- 
sistances are supposed to be constant. 

Sometimes this circle is exceedingly small, the (r) con- 
sisting of but one atom of the compound, and the (c) but of 
a single atom of the body combining with one element. This 
might be called properly an atomic circle, a good specimen of 
which has heretofore been called local action. 

We must now consider the dificrent parts of the circle in 
detail. F the chemical aflSnity of a body for one element 
of a compound is immensely strong where zinc is employed, 
the attraction of that metal for oxygen being most power- 
ftd ; but if we substitute iron, tin, lead, copper, or gold, for 
the zinc, the attraction being feeble the value of (F) would 
be reduced in various proportions, in some cases almost to 
zero. 

(a) the removal of the newly-formed compound a£%rds but 
little resistance when the new salt is soluble in the fluid and a 
sufficiency is supplied for that purpose. In batteries gene- 
rally the removal of sulphate of zinc affords but little ob- 
stacle, being quickly dissolvecl by water. 

(r) varies very much from the extent of the interposed 
fluid, and its conducting power being very different in each 
case. It varies much in different batteries. Sometimes r is 
a very complex quantity, as ivhen two or more fluids are used 
between the combination of one element of a compound and 
the evolution of the second. In Daniell's battery, for in- 
stance, it is made up of three parts, not only the resistance 
offered by dilute sulphuric acid and solution of sulphate of 
copper, but also a resistance offered by the interposed dia- 
phragm. It might be made up of a far greater number of 
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parts, for different parts may be of different temperatures, 
which alone (if the temperature interferes with the conducting 
power) would cause r to be complex. 

{a) the resistances of the connecting part of the arrange- 
ment is generally in batteries very slight, because we select 
metals which conduct pretty freely ; (c) may be very complex, 
by being made of a variety of conducting substances, thus, 
if the connexions are made of wires of different kinds of metal, 
a different resistance is offered by each. (<?) in every battery, 
is generally made up of three parts, the conducting power of 
the positive and negative plates, and the intervening connect- 
ing wires. 

{c) the resistance to the removal of the second element, 
is generally very great, affording a considerable obstacle in all 
cases, but the differences in this respect are very remarkable. 
Ordinarily (0) is a simple quantity, but becomes complex when 
the hydrogen is removed in a variety of ways at the same 
moment. It becomes a curious question to ascertain whether 
{e) might ever be made a plus quantity. If the force pro- 
ceeds from analysis, then the use of any body having great 
affinity for the second element might cause the current to be 
increased. If from synthesis, and this is most probable, 
if not absolutely certain, (0) can never be a plus quantity, 
but always a minus. In the removal of the second element 
by decomposition of another compound body, it is by no 
means uncommoii for a voltaic circuit to be formed. In 
Grove's battery the hydrogen acts upon nitric acid, forming 
water, and setting deutoxide of nitrogen, &c., free ; but in 
this case the intermediate part between the combination of 
the first element and the removal of the second, is only the 
atom of hydrogen, it therefore follows, that this action must 
be regarded as nothing but a series of little local batteries, 
or atomic circles, having nothing to do with the great bat- 
tery which we make available for our purposes. 

It is absolutely essential, according to our definition of the 

2 
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voltaic force, that to be enabled to apply this principle for any 
purpose, however small a quantity of the force may be re- 
quired, that either (c) or (e) should possess a capability of 
being so far prolonged as to enable us, with the imperfect 
powers that nature has furnished us, to handle or deal with 
these intervening portions of the circuit. 

In the principal batteries now in use, their relative powers 
and attributes may be fiiDy understood by considering each of 
the above properties in their construction. 

F a e r e. 

Grove large small small medium little. 

Daniell large small small most much. 

Smee large small small small much. 

Smooth platinum large small small small enormous. 

' Thus the four batteries may be considered equal in the 
properties of the F, a, <?, the differences being only in (r) and 
{e). In Grovels the {e) is so small as not only to compen- 
sate a slight increase in the (r) over mine, as usually con- 
structed, but to give a great advantage to his form of bat- 
tery. In Daniell^s the {e) is perhaps rather smaller than in 
mine, but that is more than counterbalanced by (r) being 
larger in Daniell than in mine. The effect of these proper- 
ties are, that F in Grovels is diminished but little, F in mine 
more, in DanielPs more still; and in the smooth platinum 
battery by far the most. Thus is explained the decomposi- 
tion of dilute sulphuric acid between platinum plates, by one 
cell of Grove'^s battery, and the same result not being ob- 
tained by the others. This equation is not only valuable for 
batteries, but applies to every single case where any substance 
acts upon a compound fluid in such a way as first to decom- 
pose it, then to combine with one of its elements, and set &ee 
in some way the other. Thus, if potassium be cast into 
dilute muriatic acid, (F) is immensely large, potassium having 
a violent affinity for oxygen ; (a) is exceedingly small, potash 
being readily soluble in water ; (r) is almost nothing, only 
one atom of fluid being traversed by the force ; (c) is prac- 
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tically nothing from the same cause ; (e) is very small. The 
result of such a state of things necessarily causes a vast in- 
tensity of action, and an explosion is the result. 

€rood specimens of contrasts in the magnitude in the several 
parts of the circuit are to be seen in the relative power of (F), as 
obtained by zinc and silver ; in the relative resistance of (a) in 
the solubility of sulphate of lead and sulphate of zinc ; in the 
resistance of (r) in the conducting power of pure water and 
muriatic acid ; of the resistance of (c) in a leaden wire a hun- 
dred miles long, and a short silver one ; in the resistance of (e) 
in the evolution of hydrogen from smooth platinum, and its 
removal by nitric acid. 

The relative degrees of action evinced by zinc, tin, iron, and 
lead upon sulphate of copper are easily explained; (F) differs 
from being larger, (a) in being smaller when zinc is employed, 
whilst (<?), (r), (d), in each case remain nearly the same ; (a) 
indeed is so large when lead is employed as soon to put a 
stop to the action. 

How intelligible is the want of action of dilute sulphuric 
acid on amalgamated zinc, if examined by our equation for (e) ; 
the adhesion of the second element, hydrogen, being increased 
enormously, counterbalances (F), the affinity of zinc for the first 
element, or oxygen, and no action takes place. Amalga- 
mated zinc is rapidly dissolved if placed in a solution of salts 
of copper or silver, for (e) in that case is depressed, the hy- 
drogen rapidly reducing the copper. Nitric acid in the same 
way does not respect the amalgamation of the zinc, for (e) 
in that case is also diminished by the removal of hydrogen 
from the decomposition of the acid. As the adhesion of hy- 
drogen to plumbago is very great, it occurred to me that the 
simple application of black-lead to zinc would, by preventing 
the evolution of hydrogen, increase (^), and therefore stop the 
local action; but although the experiment ftdly succeeded, 
the plumbago so quickly came off, that I have not at present 
made any practical application of the experiment. 
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The above cases, with all their analogies, are not the only 
ones to which the equation applies, for it will account per- 
fectly for the action of bodies on each other. 

In cases of single elective affinity, as the action of sulphuric 

acid on nitrate of barytes, a compound is decomposed, one 

element enters into another combination, the other is set free ; 

a voltaic circuit is therefore produced, the parts of which are 

thus made 

(c) Sulphuric acid \(F) 
.vfBarytes J (a) 

^^iNitricacid (c) 

In cases of double electric affinity, as the action of sulphate 
of ammonia on nitrate of barytes, a similar circuit is formed 
thus : — 

(F ) f Sulphuric acid Ammonia ) ^ x 
(fl) \ Barytes Nitric acid J 

In both these cases, however, we have not the means of 
increasing the (r) and (c) to a tangible size (at least I have 
never been able to do it), and at present these actions have 
been restricted to the formation of atomic circles. 

There are some cases where we can extend the interme- 
diate parts (c) and (r), and then our definition of the voltaic 
force with the formula arising from it enables us to form most 
extraordinary voltaic circles, which indeed we never could 
have formed before, unless we happened to light upon them 
by chance : thus proto-sulphate of iron, placed on one side of a 
diaphragm, and nitrate of silver on the other, will give a cur- 
rent when connected with a platinum wire, and a beautiful 
deposit of silver will be reduced on the platinum wire, on the 
nitrate of silver side of the circuit. 

In the same maimer circuits may be formed of proto- 
sulphate of iron and chloride of gold — of proto-nitrate of 
mercury and chloride of gold — of oxalic acid and chloride of 
gold, &c. In all of which cases the metal is freely reduced 
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on that part of the platinum wire inserted in the metallic salt. 
The reason why a galvanic circuit is formed in these cases is 
sufficiently obvious; water is the electroljiie or compound 
decomposed, proto-sulphate of iron is the substance combining 
with one element, and the metalUc salt affords a means for 
the removal of the second element or hydrogen, and as we 
have the power of extending the compound (r) and connecting 
parts ((;), not only an atomic circuit, but a working battery 
may be made. At the diaphragm or the point of juncture of 
the two liquids, indeed, an atomic or local battery is formed 
independently of the general or working battery. The fol- 
lowing are the parts of the circuit in the above cases. 

W 

(F ) I Proto-Sulphate of Iron Platinum Wire 
*(a) I Oxygen Hydrogen (c)* 

V) 

It would be extremely interesting to find every case of de- 
composition of a compound fluid obedient to the equation, and 
indeed there is every appearance of that being the fact. 

The impossibility of giving a negative tendency to a metal 
when hydrogen is removed from its surface is also perfectly 
accounted for by our equation ; for hydrogen, as has been 
already shown, protects the metal ; so when a facility is offered 
for its removal not only is the direct protection removed, but 
by diminishing the value of (^), (F) the natural affinity of the 
metal for one element of the fluid, having but little resistance 
opposed to it, begins to act, and the metal is therefore dis- 
solved. 

The superior action of a rough metal in contrast with a 
smooth one is explainable on the equation most satisfactorily, 
for in the first case the affinity (F) is opposed by the resist- 
ance to the evolution of the hydrogen (d), whilst in the latter 
case (F) is so strongly opposed by (e) that no action can take 

* (fl) is the removal of the proto-sulphate of iron by solution ; (e) is the 
removal of the hydrogen by the decomposition of the metallic salt. 
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place. Zinc shavmgg, which always have one side bright and 
the other rough, show this phenomenon clearly. 

Hitherto we have considered (F, a, c, r, e) in every case to 
be constant, but in many instances they are subjected to con- 
tinual variation. I do not, indeed, happen to recollect an in- 
stance of (F) varying to any amount, but (a) varies frequent- 
ly ; in the gradual saturation of a fluid it progressively in- 
creases, so much so, as at last to equal (F). This accounts 
for zinc ceasing to be dissolved on the saturation of the fluid 
by sulphate of zinc, although still intensely acid, (c) gene- 
rally remains constant, (r) is very unsteady, for as in all vol- 
taic arrangements the fluid is always undergoing change, it 
is therefore sure to be altered in its conducting power, (e) 
is subject to great variations from alteration of the liquid and 
other causes. 

In every case of a single battery we have seen that the 
intensity is equal to chemical affinity, minus the resistences 
to that afiinity. In a compound battery, the expression is 
equally simple, for the intensity is equal to the sum of the 
affinities, minus the sum of the re sistances. In a series of bat- 
teries all of the same nature, I =: F — a+c+r+e x n. Some- 
times (n) is very complex. For example, if a compound bat- 
tery be made up of a Groves^ a DanielPs, and my own, 
the values of (I) must be considered separately, and their 
sum taken. 

Fig. 29. 




The diagram exhibits well the arrangement and proper- 
ties of the compound battery. 

A good example of the affinity of (n) is seen in the water 
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battery, where (I) is exceedingly small from the resistances^ 
of (a) and (r) being large, but becomes amplified to such a de- 
gree by (n) as to possess prodigious force ; indeed as it pos- 
sesses a capability of being amplified infinitely by an infinite 
series completely insulated, a battery might be constructed 
powerful enough for the force to pass from one electrode, 
placed in the Thames at London Bridge, and the other in some 
river in Australia, though the resistances of (r) and (e) in this 
case, from their extreme length, would be very great. In 
every water battery, as (a) instead of being constant grar 
dually increases, the power gradually declines, at length to 
nothing. The curious and wonderfully-multiplying powers 
of (n), whereby the intensity can be increased, precludes our 
saying that the galvanic power is unable to effect any parti- 
cular object ; for, after all, it might turn out that (n) was not 
magnified sufficiently to attain that end. 

When we are turning our power to some application it is 
very convenient to consider the purpose for which it is appli- 
ed as a resistance, and call it B*. If we have a series of 
them alike it would be B x n. If, however, the series is not 
alike, it would be B + B' -f B". The intensity of the cur- 
rent here would be also equal to the sum of the intensities, 
minus the sum of the resistances. I =: I — B n. The B is 
frequently very complex, as in the reduction of metals in a 
decomposition trough, where it is made up of as many parts as 
a voltaic battery. 

Having amply discussed the power of the force to over- 
come obstacles, we are led to determine the time in which 
any given number of equivalents of voltaic power can be 
obtained. Hitherto we have considered the circuit to be 
made up of a single Atom of the body combining with one 
element of the compound, and if the affinity exceeds but ever 
such a trifle its obstacles, then in time any amount of work 
would be performed provided the current remained constant. 
A current can easily be conceived so feeble as to take millions 
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of yeara to reduce a, pound of copper. If the entire eircmt of 
single atoms be increaeed at erery part, in &ct if the mathema- 
tical voltaic circle be increased to the size of a tunnel, then (W), 
the amount of work performed in a given time, woidd be equal 
to the inteneitj of the battery, minua the resistance of our 
working apparatus, multiplied by the number of parts of the 
tunnel (A) thus : W = I — R. x A. 

This equation, however, gives us the total amount of che- 
mical actions in the whole series of batteries and decomposi- 
tion troughs, or, in other words, the sum of the actions evinced 
in each ; we generally, however, are desirous of estimating 
the amount done in one particular cell, in which case we divide 
our equation by the number of cells and troughs (n) thus, 
^_ I— RxA. 

Sometimes this equation is rendered extremely complex by 
an increase of the circuit at one side but not at another ; in 
tact, the tunnel is cut away on one side, and this is a case that 
is perpetually occurring in practice. In this case it is not 
impossible but that the force is only derived trom those parts 
of the circuit which ^e complete ; in that case the equation 

would be W = f- p standing for the incom- 
plete parts. In this view of the question we are supported 
by the analogy of water running through a pipe of g^ven 
dimensions from a cistern, for 
however large this cistern be, 
provided there be no more 

pressure, the water running i 

through the pipe would be ' 

the same. So far as the vol- 
tuc fluid is concerned I feel 

certmn, from numerous observations, that beyond a certiun 
point the increase of a battery does not cause a greater 
amount of electricity to pass through a given refflstsnce ; 
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and, perhaps, in those cases, where the enlargement of a 
battery increases the voltaic force, the battery in the former 
instance was deficient in size in relation to the size of the 
resisting part K, the tunnel, in fact, having been defective ori- 
ginally in that part. It is possible that the expression for this 
condition might be altered ; for B, the resistance to the single 
voltaic circle, might possibly vary in some new manner, for 
which further experiments are wanted. In that case it would 

T A ^ 

be W = — !Z- The old English K standing for the new 

n 

resistance afforded to the whole current. The tunnel might be 
cut away at any other part besides (B), thus it might be defi- 
cient at (F), (a), (c), (r), or (e) ; but the student will rea- 
dily perceive the expressions for these cases. 

Sometimes W is very small, as in De Luc''s cx)lumns, where 
the total amount of chemical action, although (n) is frequently 
500 to 1000, is so small that experimenters have even denied 
its existence ; but when we consider that these very persons 
assert, that as soon as chemical action does become decidedly 
manifest, the action ceases, how strongly do they favour our 
views, for, according to our equation, we expect (a) to be 
gradually increased till all action would be stopped. W in- 
deed, according to our equation, might be so small, as not to 
be cognizable to our senses for weeks, months, years, or cen- 
turies ; and yet multiplied by a very large (n) would show 
enormous intensity or power of overcoming resistances. 

The present modifications of the theory of galvanism are 
perfectly consonant with every practical direction given in the 
preceding pages, and the only difference in the theory will 
be found in the uncertainty expressed upon the contact and 
chemical action theories. Indeed, in page 64 the result is 
almost given in words though not in letters. By removing 
the slight difficulties which appeared to envelope the latter 
theory, by showing the necessity for a negative pole to cause 
power is unfounded, the beautiful doctrine of Faraday is 

2d 
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placed on the surest fomidation, and the extraordinary and 
dogmatical paradox of a power without a cause is proved to 
be a fanciful chimera. 

With regard to the connexion of the voltaic power with 
that of electricity produced fix)m other sources, perhaps it 
might be expected I should say a few words. In the voltaic 
battery (I) is small, but may be increased to any size by (n), 
and as we have the power of increasing (A) also unlimitedly, 
we can perform any amount of work per second, indeed we 
might throw down hundreds of tons of copper per second, 
if we were disposed to make our circuit large enough. In 
fijctional electricity (I) is enormous, but (A) is depressed to its 
utmost limit, so that not having a perfect command dver (A) 
to increase it indefinitely, we cannot at present obtain what 
work we please in a given time. In animal electricity (I) is 
great, (A) is moderately large. In thermo-electricity (I) is 
depressed, perhaps increasingly, so that although (A) and (N) 
may be multiplied indefinitely, yet, practically, we should never 
be able thoroughly to overcome the sinallness of (I). In that 
mighty operation of Nature which has just occurred, where the 
noise accompanying the discharge of the electricity over the 
metropolis was so awftd as to alarm not only delicate females, 
but the stoutest hearts of men, and even the heretofore un-* 
terrified nervous system of infants — in that terrific storm, 
when every living creature trembled, and Nature seemed 
almost alarmed at her own operations, how vast was (I) ! 
how large (A) ! ! therefore that I could but have impri- 
soned that collection of force which in discharging itself com- 
mitted such devastation on houses, churches, and trees, and, 
having encafied it, been able to have let it loose as it might 
have been required ; then indeed would all batteries be hence- 
forth discarded as playthings for children — ^philosophical toys 
to be admired, still despised, for (I A) being unlimitedly great, 
we could obtain what work we pleased in any given time, at 
no expense. 
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The estimate of the parts of (I) in other cases where force 
is produced, i. e. an electricity not proved to be derived from 
chemical action, I do not deem it my business now to consi- 
der, but great difficulties would attend its accurate investiga- 
tion, a« it is almost impossible to magnify the size of the circle 
in these cases, in such a way as to make the action in each 
part cognizable by our senses. It is however quite evident 
that as in the voltaic and thermo circuits (I) may be magnified 
to any extent by (N), that the power of (I) in every case 
might be brought to the same standard in the power over- 
coming the resistances B' B!' Tif" &c. 

The obstacles to the completion of the voltaic circuit (0), 
are made up as we have seen of several parts, a, e, r, e^ but, 
although they differ in kind, still as they have similar resisting 
properties, a perfect table might be made, referring them to one 
given standard, showing the separate value of each. The prin- 
ciple on which it should be constructed, is the law of the 
completion of the voltaic current, detailed when treating of 
the reduction of alloys ; and as soon as we have this table 
accurately and numerically drawn up, the principles of the 
passage of the voltaic circuit, which formerly puzzled the 
most enlightened experimenters, will be rendered certain, 
and the difficulties will be also reduced to the facility and 
certainty of common arithmetic. Having obtained perfect 
tables of (0) and its several parts, we can readily obtain the 
relative value of (I), derived from various sources, by finding 
out what extent of (0) neutralizes each individual (I), and the 
value of (I), or the force of any battery, will be determined 
with equal facility. Complete tables of (0) and (I) now be- 
come the greatest desiderata not only to Electro-metallur- 
gists, but to all who use the voltaic battery. 

I now bid adieu to my theory of galvanism and my formulae, 
and to those who have neither time nor inclination to dive 
into these mysteries, remember, in all operations that the 
sum of the resistances does not exceed the sum of the inten- 
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sities ; and that in increasing the circuit, every part is equally 
enlarged. To those who have devoted themselves to these pro- 
perties remember they will be useless if not brought into active 
operation ; thus, if any difficulty occurs in your voltaic circuit, 
refer it at once to its proper head, and the operator may be 
sure that a continual practice and habit of using these for- 
mulae will enable him to conduct his proceedings with a cer- 
tainty never obtainable by blind experiment. 

In concluding these formulae, I herewith leave theory and 
rationale altogether, for having completed the principles, as far 
as I am capable, of everything relating to electro-metaUurgy, 
I shall enter M once into the applications of the science for 
the direct purposes of the Arts, and although, everything that 
will be contained in the subsequent parts of this work has 
already been comprised in the parts^already finished, yet there 
are many little practical difficulties to be surmounted — many 
little circumstances to be pointed out which the operator 
is likely to overlook or forget in conducting his operations, 
and these are the circumstances to which the concluding pages 
will more especiaHy be devoted. Henceforth the work will 
be entirely practical, as heretofore it has been exclusively 
theoretical. There is a reproach attached to the very word, 
theory ; the sense in which it is employed means rath^ ratio- 
nale than theory, for whilst it has been my constant endea- 
vour to shun theories without facts, I have tried and tried 
hard to generalize all extensive series of facts, and to give the 
rationale of every circumstance which is likely to occur to the 
operator. 
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BOOK THE THIRD. 

ON ELECTRO-GILDING, PLATING, &c. 

General directions, 192. Electro-gilding, 193. The auro-cyanide of potas- 
sium, 194. Apparatus, 195. Copper gilding, 196. Water gilding, 197. 
Gilding by amalgamation, 198. Electro platinating ; Electro platiniz- 
ing, 199. Electro palladiating, 200. Electro plating, 201. Plating by 
other means than Electro-Metallurgy, 202. On coating metals with 
nickel, 203. On coppering metallic substances, 204. On coppering non- 
metallic substances, 205. On coppering medallions, 206. — Fruit, vegeta- 
bles, &c., 207. — Baskets, 208. — Earthenware, 209. On coating metals 
with iron, zinc, &c., 210. Conclusion, 211. 

(192.) The infilming of one metal by another, is a subject 
of much interest, and the process has received different names 
according to the metal employed for that purpose. Thus, 
when gold is used, it is termed gilding ; when copper, copper- 
ing : silver, silvering, or plating, &c. In every one of these 
cases we have to be careful that the two metals adhere, and 
for this purpose we take means to prevent any film of air, ox- 
yde, or any non-conducting substance, from remaining on the 
first plate, as that would cause a separation between the me- 
tals. We apply heat, we scour the plate, or where it is pos- 
sible, we slightly act upon the surface of the metal to receive 
the new deposit, taking care thoroughly to wash the metal 
after this operation. 

(193.) * Electro-gilding is, in most cases, remarkably easy, 

* Mr. Brayley, librarian to the London Institution, has been so kind as 
to call my attention to a process for electro-gilding practised by Bragnatelli, 
an Italian chemist, and noticed in the Philos, Mag. (First Series), 1805, 
vol. xxi., p. 187. It is singular that one of the supposed novelties of our 
own peculiar time should be discovered to be upwards of forty years old, 
a circumstance which we must more fully notice when treating of the his- 
tory of electro-metalluigy. 

2 E 
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for if care be taken to follow the laws which have been 
already detailed, it will be attended with very little trouble. 
The metal to receive the gold, may be either platinum, palla- 
dium, silver, copper, carbon, gold itself, or indeed almost any 
other metal, when the auro-cyanide of gold is employed. 
The surface should be chemically clean, and freed from adhe- 
rent air, either by plunging it into nitric acid or a solution of 
potash, or by heating it and then quenching it in acid. The 
smoother the surface, the more favourably the deposit will 
take place upon it, for a very rough sur&ce is not quite so 
well adapted for these operations, the hydrogen having a 
greater tendency to be evolved from it. When the metal to 
be gilt does not decompose the solution of gold, the solution 
may be stronger. When, on the contrary, the metal acts 
upon the solution, it must be weaker. The electrical current 
must be suited to these varying circumstances, and in general 
but a feeble current is required. 

Pursuant to the plan I have already laid down, the best 
process in each respective department of electro-metallurgy 
will alone be detailed ; and those who desire to use other 
solutions or other processes, are referr^ to the second book of 
this work ; in the four chapters of which he will find such 
information as will enable him to make the alterations he 
desires with profit and success. 

(194.) For all cases of electro-gilding the auro-cyanide of 
potassium makes by far the best solution. It is scarcely decom- 
posed by any metal. It may be prepared by digesting oxyde 
of gold in a strong solution of cyanide of potassium, but its 
mode of preparation has been amply detailed when treating of 
the reduction of gold. For our present purpose, a strong 
solution of the salt is to be preferred, and, from the corrosive 
nature of the cyanide of potassium, it should always be 
placed in a glass vessel. For gilding, it would be folly, nay 
almost madness, to use any other process than the battery, 
of which the single-battery process will answer every purpose 
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where time is not an object, and is indeed as a general rule to 
be much preferred; but if great speed ia required, the com- 
pound battery made of two, three, or four batteries must be 
employed, or more cyanide of potassium must be added to the 
BolntioQ of gold. The size of the bat- Fig. 30. 

tery need never exceed the size of the 
object to be gilded, though if it be 
larger, it will not be of any material 
consequence, as a strong obstacle to the 
passage of the current is situated at 
the positive gold pole. The positive 
pole, as a general rule, should consist of a piece of pore gold 
flattened, and the part exposed to the solution should not 
exceed the size of the object to receive the deposit. 

Every portion of the object on which we are desirous to 
have no layer of gold, most be coated with tallow, wax, or 
any other non-conducting substance, the presence of which 
will prevent any deposit firom taking place on those parts. 
In this way, an object may be coated to any desired limit, or 
upon any circumscribed parts of its surface, as, for example, 
drawing or writing thereon. The rapidity of the process may 
be regnlated to the greatest nicety by placing more or less 
of the positive plate of gold in the solution, by which means, 
88 in other cases, the quantity of electricity passing may be 
regulated with the utmost precision. 

The time occupied for the process must vary according to 
the amount of electricity passing, and the quantity of gold 
required to be deposited; but the thickness of the deposit 
can at any time be leamt, either by ascertaining the ad- 
ditional weight it has received, or by the reduction which the 
positive gold pole has suffered. 

To conduct this elegant process with the greatest economy 
of time, the quantity of electricity should be so regulated to 
the strength of the metallic solution, that the hydrogen is 
kept below its point of evolution from the negative plate ; for 
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we must always bear in mind, that the evolution of hydrogen 
is attended with evil, as the precipitate will then be in one of 
the finely-divided states, or even as a black powder. 

During the process, particularly if the object have a rough 
surface, it is a good plan to remove it from the solution be- 
fore the completion of the process, and rub it with a hard 
brush and a small quantity of whiting or rotten-stone and 
well wash it ; by these means, any finely-divided metal will 
be removed, and the gold will be precipitated in a very even 
manner. This cleansing is not required when the deposition 
takes place very slowly from the auro-cyanide of potassium. 
The colour of the gold, if the precipitated layer be very thin, 
will be a greenish yellow, but when thicker it will be the 
natural colour of the pure metal. 

The state of the surface of the reduced gold varies with 
the rapidity of the process, in relation to the strength of the 
metallic solution. If reduced very slowly it will assume the 
beautiful frosted appearance of dead gold. If deposited more 
rapidly the surface will have a brighter appearance. If still 
more rapidly the sur&ce will again begin to be brown, fuid 
quicker than this the operator must not conduct his process ; 
for then the spongy deposit begins, which the electro-gilder 
should shun as the very bane of his art. 

All objects of silver may be readily gilt in this way, and 
objects of copper with as great facility as those of silver. 
Some suppose, and, perhaps, with good truth, that copper 
articles require less gold than silver ones ; the silver when 
heated having the property of taking into itself a certain por- 
tion of gold. However, copper is more difficult to bring into 
a thoroughly clean state than silver, especially in deep cre- 
vices. For those cases it is better to plunge the copper 
article into some acid solution of a metal which it can spon- 
taneously reduce ; for instance, into dilute sulphuric acid, 
containing a trace of either nitrate of .silver, chloride of pla- 
tinum, palladium, or gold, the object of which immersion is 
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not in any way to leave a deposit of the new metal upon it, 
but thoroughly to cleanse the surface. After this immersion 
the object may be washed, and as much of the reduced metal 
as possible rubbed off by means of a hard brush, when it will 
be found to possess a surface admirably adapted for the 
reception of the gold. 

If we have a number of small articles to gild, we may sus- 
pend them in the solution of gold opposite to the positive pole; 
and especial care must be taken that each part of the ob- 
ject is exposed for the same length of time opposite to, and 
at the same distance from, the positive pole ; for any variation 
in this respect would cause a different thickness of gold to be 
deposited. The workman may be well assured, that if any ar- 
ticle has an unequal coating of gold, it is owing either to some 
of the above causes, or that a different relative amount of the 
positive plate of gold radiated to the various parts of the object. 

An imperfect layer of gold betokens imperfection in the 
cleansing of the object before immersion. Electro-gilding is 
applicable from the finest platinum wire to any object how- 
ever large, and no doubt the dome of St. Paulas could be 
gilt as readily as a silver thimble if any person could place 
it in a proper apparatus. 

Whatever be the object to be gilt, it is highly important 
that every part should be entirely immersed in the liquid, or 
else, that part at the junction of the air and water might be 
liable to be rapidly dissolved. 

The extent to which gold is applied to silver and copper 
articles is very great, and no variation is required in the pro- 
cess, except in those cases where the object itself may form a 
decomposition-trough — as silver vases, the bowls of large ladles 
or spoons, where it is only necessary to fill them with the 
solution of the auro-cyanide, which in this case, should contain 
no free cyanide of potassium ; connecting them by means of 
a wire with the zinc gf a battery, and inserting a plate of gold 
in connexion with the silver of the battery in the interior of the 
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solution, taking care not to allow the gold and vessel to form 
a metallic contact ; but even in these cases it is far better tp 
immerse them entirely in the liquid for reasons before stated. 
All these cases of gilding appear to be rather for appearance 
and beauty than utility; but sometimes metals are coated for 
the protection which the coat of gold affords : thus the hair- 
springs of chronometers have lately been gilt by this process, 
and patents have been taken out for its application — a circum- 
stance to be more folly considered when treating of the his- 
tory of electro-metallurgy. The gilding of iron and steel only 
differs from gilding silver and copper in the necessity to be 
careM to overcome the difficulty which occurs in most 
thoroughly cleansing the iron. It should be plunged into 
dilute sulphuric acid, and allowed to remain for a short time 
in that fluid before being immersed in the auro-cyanide ; 
and if we wish most thoroughly to protect the metal from the 
action of extraneous causes, a tolerably thick layer of gold 
should be used. I am informed that the application of heat 
to the auro-cyanide favours the adhesion of the metals. 

Some years ago the attention of engravers and etchers was 
directed to the application of gilt copper-plates for their art, 
instead of plates prepared with the biting ground, as now 
employed; but a difficulty arose in coating the surface so 
thoroughly as to resist nitric acid in every place, except 
where, by the aid of his etching instrument, he cut through 
the gilt. It is not improbable but that electro-gilding might 
be now employed for this object, and, indeed, I recollect seeing 
the fact mentioned in one of the Journals, but I am unaware 
whether it is at present practically carried into effect. 

Glichees and objects of lead, tin and pewter are rather diffi- 
cult to gild in the same way, because their surfaces, although 
scraped very clean, seem to become coated with an insoluble 
cyanide which prevents a good cohesion. It might perhaps 
be a good plan to coat the surface with. the slightest layer of 
copper by immersing it in verdigris dissolved in vinegar. 
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The electro-gilder will occasionally find that his salt will 
get into a very inactive state, apparently without any cause. 
The subject is deserving further inquiry, but I would venture 
to assert, from facts that have come to my knowledge, that it 
is owing to the absorption of oxygen, either from the atmo- 
phere or at the positive pole of the trough. This circumstance, 
therefore, should at any rate be avoided, by leaving the solu- 
tion when not in use as short a time as possible in contact 
with the air, and by increasing the size of the positive gold 
pole when we desire a large current of electricity to pass, 
rather than increase the series of batteries. The same obser- 
vations apply to all the metallo-cyanides, for even the yellow 
ferrocyanate of potash will become changed into the ferro- 
sesquicyanuret by long exposure of its solution to the air. 

After any object is gilt, it is usual to colour it, by which 
much is added to its richness. If we wish simply to give the 
gold a darker colour, the following process is said to be well 
adapted : two ounces of alum, two of saltpetre, and half an 
ounce of sal enixum are well powdered together, and placed 
in a pipkin with about four or six ounces of water, and 
warmed over a fire ; into this, one ounce of what is termed 
gilders-wax is placed, which is to be dissolved and gently 
simmered. The mixture must be allowed nearly to cool, 
when the object is to be plunged into it two or three times, 
and then withdrawn ; the oftener the process is repeated the 
deeper the colour of the gold. It is then to be well rinsed in 
cold water and brushed with a nail brush. A green colour is 
said to be given by soft soap and alum. By the electric cur- 
rent alone, the colour of the gold may be varied considerably 
by variations in the quantity of electricity in relation to the 
strength of the metallic solution. In fact I have observed 
gold of every colour reduced from the auro-cyanide, and 
even other solutions. 

In many cases the object as soon as removed from the 
precipitating trough, has only to be well washed in soap 
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and water, when it is quite fit for use ; and in this state 
presents the appearance called dead gold. Sometimes the 
operator is desirous of having his object bright, either en- 
tirely or partially, so that the bright and dead parts may 
form a contrast with each other. In this case the object 
Fig, 31. jg dipped into a solution of soft soap, to which a 
little prussic acid is added, thoroughly to cleanse it, 
when an instrument called a burnisher (b), which 
is nothing but a bright piece of steel, the shape of 
which is suitable to the object to be burnished, is 
rubbed over it two or three times, and finally the 
process is completed by a blood-stone (s) fixed 
upon a handle. The operation of burnishing, is 
generally performed by women ; and it is indeed 
remarkable that they should have learnt the use of prussic 
acid for cleansing gold, which has been employed for many 
years, especially when we consider that the &ct was not 
known to chemists at the time. It is worthy of remark, that 
the solution of soft soap and prussic acid is admirably adapted 
for cleansing trinkets and all articles of gold when they have 
become dirty. 

(197.) The process of gilding by galvanic precipitation 
from a solution of gold, is very different in its effects from 
the method formerly patented by Elkington, termed water- 
gilding ; by the latter process the metal which is to be gilt is 
dissolved in an equivalent proportion to the gold deposited, 
and therefore as soon as a mere sur&ce of gold is obtained, it 
has been supposed that no farther deposition can take place ; 
but when the gilding is effected by the galvanic battery, any 
amount of gold may be applied upon the object ; a considera- 
tion of no small importance, as upon the thickness of the coat 
must depend the durability of the gilding.* 

• Mr. Cooper, however, in an admirable lecture delivered at the Royal 
Institution, stated that this opinion is unfounded, and that any layer of gold 
might be deposited by this process. His assertion shows that this mode of 
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It is not the solution of nitro-muriate of gold which is used 
for water-gilding, but a solution of the oxyde of that metal in 
potash. The solution may be prepared by adding caustic, 
potash, or its carbonate, to the ordinary solution of gold, in 
such proportion that the precipitate first formed is re-dissolved^ 
when it is fit for use. To gild any article, it is plunged, after 
being first thoroughly cleansed, into the hot solution, and 
allowed to remain in the solution till a thin coating is ob- 
tained, at the expense of a small quantity of silver. 

(198.) There are, besides these processes, other modes of 
gilding used in the arts ; as gilding by amalgamation. In 
this case, a mixture of finely-divided gold and mercury is 
rubbed over the object, and the mercury is afterwards driven 
off by heat- This process is very detrimental to the health 
of the workman, as the fumes of mercury are extremely 
poisonous. It is to be hoped, therefore, that the process of 
gilding by the galvanic current, will, after a period, entirely 
supersede this most injurious operation. 

In gilding very large vessels, the workmen are obliged to 
be extremely cautious not to submit themselves long to the 
action of the fumes ; extraordinary contrivances have been 
used to prevent the inhalations of the metal. The old au- 
thors draw most dismal pictures of the horrors of mercurial 
inhalations, and not without cause, for it is not at all uncom- 
mon for the medical man to witness salivation, universal 
trembling of all the limbs, nervousness, nay, even death 
itself, from this powerful agent. It is a sad matter of noto- 
riety, that as soon as the workman becomes the prey of the 
disease caused by following his business, the master dismisses 
him as an unprofitable servant, and casts him off as worth- 
less dross. ■ 

A comparison between the durability of gilding by the 
galvanic process, with that by the other methods, can only 

gilding must be more or less imperfect, otherwise the copper or silver would 
be prevented, by the coating of gold, from further action. 

2 F 
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be made after the lapse of a considerable period ; I find, how- 
ever, that some spoons and other articles which I gilt by the 
battery, wear extremely well. The thickness of the deposit 
can be regulated with the utmost accuracy, from the thin- 
nest possible layer to a coating of an inch in thickness. 

Electro-gilding appears not to be generally applicable for 
non-conducting substances, for I have not at present succeeded 
in applying the gold to any extensive surface, although I have 
seen it grow, for a short distance, over blackleaded sealing- 
wax. Perhaps by using the strongest solution of gold, it may 
be possible to gild surfaces in that way. 

Electro-gilding is generally an advantageous process ; for the 
value of the materials used is trifling. It can be however 
repeated at pleasure ; and probably an article could be nearly 
twice as thickly gilt by electro-metallurgy, at the same cost, 
as once by amalgamation, on account of the waste of gold and 
mercury, which always ensues in the latter operation. 

(199.) Platinating metals by the galvanic current, is a new 
feature in science. The process is similar in all respects to 
gilding, but is more difficult. The best solution to be em- 
ployed is the nitro-muriate of platinum, to wh}ch sufficient 
soda is added to render it neutral. The object to be coated 
should be smooth, and thoroughly cleansed by potash before 
the process is conunenced. Having proceeded thus far, and 
the solution of platinum being ready, a fine platinum wire, in 
connection with the silver of a compound battery, must be 
placed so as to dip into the solution, but must not be im- 
mersed beyond a very short distance. The object to be pla- 
tinated is now ready for connection with the zinc of the 
battery ; after this is effected, it is to be dipped in the 
solution. (Fig. 23.) Immediately, oxygen gas will be given 
off from the platinum wire, in connection with the silver. 
From the copper or other metal to be platinated, no gas will 
be evolved, provided too much electricity be not generated. 
In a few minutes the object will be coated with platinum. 
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This process must not be confounded with that by which 
negative metals are prepared for my battery ; for in this case, 
the platinum is precipitated of the colour and appearance of 
platinum, but in the latter case it is thrown down as a black 
powder. The first process I propose to name platinating, in 
contra-distinction to platinizing. To platinize metals, we use 
a strong current to throw down the metal in the black pow- 
der ; to platinate, we may employ solutions of any strength, 
but we must use more moderate currents, so that the elec- 
tricity is insufficient for the production of hydrogen. 

An attempt has lately been made to form my battery 
of platinized lead * as a substitute for platinized silver, but 
with only partial success. Before publishing an account of 
the battery I tried lead, and even all its alloys, as solder, 
pewter, type-metal, Visible metal, &c., together with most other 
metals and alloys usually met with in commerce, but was 
very ill satisfied with the result ; for many parts of the surface 
soon become imperfect from a deposition of sulphate of lead, 
independently of the imperfectly-conducting nature of the lead 
itself. I tried to obtain lead plated with silver, but did not 
succeed, being informed that the two metals would not roll 
together. Now, however, that we can silver lead by voltaic 
electricity, it perhaps might be employed ; or we may palla- 
diate the metal by simply immersing it in a dilute solution of 
the nitrate of palladium, and then platinize it. Upon the 
whole perhaps platinized lead is better discarded, unless sil- 
vered or palladiated, especially as we can always make a 
cheap battery of platinized iron if we want a battery of large 
surface to last a short period, and platinized plumbago, char- 
coal, or even cinders is preferable to platinized lead. To sum 
up in a few words my experience in the construction of the 

• Perhaps platinized lead scarce possesses more than half the effective sur- 
face that platinized silver does ; but it is a fact very difficult to ascertain, being 
the (lA) of my equation, which is by no means equal to the work performed 

I— TT A 

when the battery is connected with a voltameter, because Was — ' 
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battery ; it is preferable that the finely-divided metal should 
be either platinum, palladium, or iridium, the first being 
best ; and the metal to receive the deposit platinum, palla- 
dium, gold, silver, carboii, or iron; zinc, cadmium, copper, 
are the worst of all the metals; then follow tin, lead, and their 
several alloys, together with those of antimony and bismuth. 

A cheap metal or alloy for the reception of the finely- 
divided metals that would not undergo the slightest change 
in dilute sulphuric acid would be hailed by electro-metallur- 
gists as a great boon; perhaps some compounds of silver, zinc, 
and nickel might be discovered applicable for this purpose. 

Specimens of electro-platinating which I have prepared by 
this method, will not resist the action of nitric acid, be- 
cause there are generally some little fissures uncovered, some 
little crack which admitting the nitric acid tears off the 
platinum in thin scales. It is not applicable to rough sur- 
faces, as it is preferable that the surface for its reception 
should be smooth. The colour of the metal thus reduced is so 
similar to polished steel, that it would be difiicult to distinguish 
the one from the other. It is needless to say that it has a 
beautiful appearance. It would be of great value as a coating 
for telescopes, microscopes, quadrants, and a hundred other 
articles which must be exposed to the action of the weather. 

(200.) To palladiate articles, we adopt methods similar in 
all respects to those used in platinating them. We employ 
the ammonio-muriate of palladium dissolved in liquid am- 
monia, and employ the compound-battery process with a 
small positive platinum pole. The palladio-cyanide of potas- 
sium with a palladium pole may also be employed. This 
metal is whiter than platinum, but not so bright as silver. It 
might be used in the same cases, and with the same advan- 
tages as platinum ; and we have, besides, twice the bulk of 
metal in the same weight. 

Palladium adheres with such firmness to copper, when 
reduced by voltaic electricity, that it is almost impossible to 
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remoTe it wheD once depOBited. It might b6 worth while for 
experimenters to ascertain how for it might be employed for 
the protection of iron or steel. 

(201.) There is no process at the present time more readily 
conducted than electro-pkting. The best solution which can 
be used is without doubt the argento-eyanide of potassium. 
It is generally made by boiling the oxyde of silver in a strong 
solution of cyanuret of potassium. The process which is most 
fevourable is the single battery. The solution should be 
phiced in a glass vessel, and used with a silver positive pole, 
about the same size as the object to be silvered. The same 
precautious should be taken and the same measures observed 
with regard to plating as gilding. The object should be 
clean, in order that a most perfect adhesion may be effected 
between the object to be silvered and the reduced metal. 
The silver will be thrown down in somewhat different states, 
according to circumstances. If thrown down very slowly it 
will assume a beantifid dead appearance ; if still more rapidly 
it will be brighter. It is, perhaps, as well to use the solution 
as strong as possible, and take care to stir the liquid occa^on- 
ally, in order that a proper diffiision of the metallic salt may 
take place. As a precipitating trough either the vertical or 
horizontal may be employed according to circumstances ; the 
latter is to be preferred for large surfaces, as waiters, and 
similar objects : in which case a corresponding large plate of 
silver should be used as the positive pole and placed over the 
object to be silvered. Sometimes a large circular silver posi- 
tive pole may be made to snrround the j^, 33, 
object as in the adjoining wood-cut. The ^ 
silver pole is to be connected with the 
silver plate of a battery, exposing nearly 
as much sur&ce as the object to be 
plated, whilst the object to be plated is 
to be connected with the zinc. A little 
free cyanuret of potassium, added to the 
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argento-cyanide of potassium, hastens the process by increas- 
ing the solubility of the positive pole. The quantity of metal 
reduced can be - readily ascertained, either by finding the 
additional weight of the object receiving the deposited silver, 
or by ascertaining the deficiency of the positive pole. 

Plated articles may be either partially or entirely burnished 
in the same way as gilt objects, according to the fancy of the 
operator ; and the contrast of dead silver with the bright po- 
lished metal much increases the beauty of the object. 

Copper and its alloy are most readily silvered by this pro- 
cess ; but lead does not take the metal so freely : it does in- 
deed become coated ; but the two metals have not generally a 
firm adhesion, because the lead, although made perfectly clean, 
becomes in part coated with an insoluble cyanide immediately 
it is immersed in the solution. Perhaps the best mode of 
remedying that would be to reduce a thin film of copper upon 
the object by immersing it in verdigris dissolved in vinegar, or 
by touching it with a solution of the nitrate of palladium, by 
which a slight film of metal would be reduced. 

Now conducting substances can be silvered by first black- 
leading them, then attaching a wire in such a way as to come 
in contact with the phmibago. In this case we should be 
careful to use rather a larger plate of silver than the object, 
as that favours the growth of the metal, but as a general rule 
it would be preferable to coat the object first with copper and 
then silver it. 

(202.) The mode in which articles are plated indepen- 
dently of electro-metallurgy, is very different from the one 
now used. It is customary to take an alloy of silver and 
copper about the standard used for coining, and to solder it 
on a bar of copper. This bar is then rolled out thin; by 
which means, as the two metals extend equally, the silver 
forms an exceedingly thin covering. This plated metal is 
then, by hammering, formed into the required shape, and 
soldered to other parts. The handles and edges are made of 
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thin silver rolled to about a square foot to the ounce, which 
is first embossed with a die, and then the hollow parts are 
filled up with solder. These steel dies at some manufac- 
tories have cost alone many thousand pounds. Now, al- 
though the silver on plated articles is so exceedingly thin, it 
is astonishing, if the goods are well made, as Sheffield goods 
usually are, how long the thin coat lasts. This excellent 
result is owing to the compression and hardening that the 
metal undergoes during the process of rolling. In this re- 
spect it is superior to electro-plating, but the process can 
never be repeated whilst electro-plating may be performed 
any number of times. 

Electro-plating is of considerable advantage to the operator, 
for articles may be made entirely of copper, and even finished 
with laborious minuteness, and then silvered. The proba- 
bility is, however, that electro-plated articles will not wear 
quite so well, in proportion to the thickness of the metal, as 
ordinary plating, for all metals reduced by electricity are 
formed not to resist attrition so well as rolled metals. Elec- 
tro-plating is a cheap process, independently of the intrinsic 
value of the silver used. 

(203.) Metals may be covered with nickel, by proceeding 
as in the former cases. The solution to be us^d is the chlo- 
ride of nickel, with a nickel positive pole. The single-battery 
process is to be preferred, but pure nickel though very bril- 
liant, is apt to be rather brittle. 

(204.) Various substances, both metallic and non-metallic, 
may be coated with copper by the agency of the galvanic 
current. The various solutions to be employed, and the ap- 
paratus to be used, have been already fiilly described, when 
treating respectively of electro-metallurgic apparatus, and the 
reduction of copper. As a general rule, the single-battery 
apparatus is to be preferred, and an acidulated solution of 
sulphate of copper, as the salt from whence the reduction of 
copper should be effected. The solution given at page 157 is 
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well adapted for a smooth deposition of metal, but It must 
contain more metallic salt when we desire the crystalline 
deposits. The advantage of its application relates princi- 
pally to non-metallic substances, which may, in this way, 
receive a metallic surface of pure copper. Not the slightest 
difficulty would attend the coppering of almost any metal ; 
but as this is never likely to be required, there is no need to 
enter upon the subject. 

(205.) Coppering non-conducting substances may be divided 
into two departments ; the first of which contains those which 
require the deposit to assume, as nearly as possible, the form 
of the original substance ; the second comprises those cases 
where the deposit is desired to be in a crystalline state. 

A somewhat different arrangement is required in each in- 
stance ; for in the first, the battery and solution must be so 
arranged that the hydrogen is near the point of evolution ; 
but in the second, the solution may be much stronger, and the 
quantity of electricity may be increased by increasing the size 
of the battery, and the surface of the positive copper pole in 
the decomposition apparatus. 

(206.) In the first division we have delicate substances; 
Such as medallions, &c. The substances of which the cast is 
made should be rendered most thoroughly non-absorbent by 
the processes already described. For this purpose the medal 
must be boiled for such a time in wax, stearine, spermaceti, 
or tallow, till it becomes translucent, or semi-transparent. 
It is then to be brushed over with black-lead, and at the edge 
a very fine copper wire is to be once twisted, in order that 
perfect contact may exist between the battery and black-lead. 
It is now ready to be placed in the solution of acidulated sul- 
phate of copper, the end of the wire having been first con- 
nected with the zinc of the battery. After this has been 
done, the last thing is to place a piece of waste copper in 
the solution, rather larger than the cast, and to connect it, 
by means of a wire, with the silver of the battery. Action 
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will immediately take place, the copper will be dissolved, and 
the metal precipitated on the black-lead of the object, spread- 
ing over the surface till the whole is covered. It is as well, 
perhaps, to use a large positive pole of copper and a small 
battery, so that the decomposition may take place very slow- 
ly, which causes the surface to assume a delicate matted ap* 
pearance. In some cases we may use two batteries arranged 
as a series for this purpose, as that will ensure more rapidly 
the uniform spreading of the copper over the medal. The 
medal must not be left in long after it has been coated, as 
that will detract much from its sharpness and beauty ; after it 
has been taken out, it may be rubbed over with coarse paper 
to remove any little asperity that the copper may have thrown 
up. To the numismatist this process will appear barbaric, as 
he would consider that it would detract from the beauty of 
the medal ; but though decidedly detrimental, it is not so in- 
jurious as might at first sight appear to coarse objects ; be- 
cause as the copper is of nearly uniform thickness all over, 
the effect is to increase in size the whole design. To the 
gculptor and architect, perhaps, it might be used with advan- 
tage to coat statues or other ornaments. In all these cases it 
is advisable to coat not only the front but the back of the 
object with the metal. 

(207.) A pretty application of the art of coppering is 
suitable to horticulturists, as by its means, fruit, vegetables, 
leaves, seeds, and various other specimens may be coated with 
copper, either for ornament, or for the purpose of illustriating 
the size, form, and other peculiarities of the object. Apples 
and pears may be very readily coppered ; they are to be 
brushed over with black-lead, and then a small pin i^ to be 
thrust in at the stalk ; to this a wire should be attached, which 
is connected with the zinc of the battery. It may then be 
placed in the solution, and the whole arrangement completed 
by the insertion of a piece of copper, which is to be connected 
with the silver of the battery. In a similar manner, cucum- 

2g 
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bera, gourds, potatoes, carrots, and a hundred other vege- 
tables, seeds, and roots can be covered. The wood-cut ex- 
Fig. 34 hibits a bunch of Portug^ grapes submitted 

f ■ ' to the action of the fluid to be electro-cop- 

pered. The form, after the process, is cha*' 
I racteristic, and marks bo strongly the indi- 
vidoal character of each variety, that the 
horticulturist is at no loss to diatiDguish the 
specimens at once. The condition in which 
the copper is thrown down, can of course be 
varied according to the laws set forth in the last chapter. For 
ornamental purposes, the crystalline copper is the most beauti- 
ful ; but for a specimen intended to Illustrate the form of the 
object, the smooth copper is best adapted. After the objects 
are completely covered, the pin is to be withdrawn, which will 
leave a little hole, and that enables the evaporating juices of 
the vegetable to pass &eely out, and thus promotes the com- 
plete drying of the encased object. A cucumber which I 
coated during the past sammer, appears now to contain 
scarcely anything inside the copper, and the pears, apples, 
&c., consist of little else but the metallic coat. The botanist 
wU] readily perceive in what way this process may be em- 
ployed for his advantage. 

The beauty of electro-coppered leaves, branches, and similar 
objects, is surprising. I have a case of these specimens placed 
on a black ground which no one would take to be pro- 
ductions of art. In the same room with them are a couple of 
those cases, in which Ward has taught us to grow iu this 
smoky metropolis some of the most interesting botanical spe- 
cimens. In these cases are contained varieties of iairy-formed 
adiantums, verdant lycopodiums, brilliant orchideaa, rigid 
cacti, and creeping lygodiums, all growing in their natural 
luxuriance. The electro-coppered leaves, however, are beau- 
tiful when placed by the side of the productions of this 
miniature paradise ; and when I state that the numerous hairs 
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covering the leaves of a melostoma, and even the delicate 
hairs of the salvia are all perfectly covered, the botanist must 
at once admit that these specimens have rather the minute- 
ness of nature than the imperfections of art. 

(208.) A beautiftd effect of metallic surfaces may be ob- 
tained by the deposition of crystallized metal on baskets. The 
wicker-work must be black-leaded, and connected by means of 
a wire to the zinc of a galvanic battery ; when on being im- 
mersed in the metallic solution, and the circuit completed, it 
will be covered with the most beautiful crystals of copper, 
sparkling in the light from the facets of thousands of little 
crystals. It is as well to pass a very fine copper wire round 
several parts of the basket, so that it may touch the black- 
lead in several places, for this will insure the coating being 
more rapidly complete. Any other mode of giving a con- 
ducting surface will answer equally as well as black-lead. 
The copper pole for these objects should be very large, and a 
series of two or three batteries employed. The solution of 
sulphate of copper should be perfectly concentrated, for all 
these circumstances will tend to render the copper crystalline. 
Baskets thus prepared, and filled with metallic fruit, leaves, 
insects, &c., might be used as ornaments for the drawing- 
room, and would greatly exceed in interest the usual append- 
ages ; for if these objects were made by the individual who 
possessed them, it would show his interest in the noble science 
of galvanism ; and if they were purchased, it would be the 
means of encouraging the application of this powerfiil agent 
to the arts and manufactures. It is now indeed, but a small 
germ, but will doubtless become a vast tree, which by bearing 
fruit will cause a mighty revolution in many manufactures. 
Let the attention of the wealthy be directed to the subject ; 
let them patronize ornaments made by these means, and then 
speedily will the artizan become more perfect in his work, 
and the galvanic fluid will be as commonly used as steam or 
gas. I particularly dwell upon these circumstances in this 
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place, l>e<:aase most coppered objects are exceedingly beau- 
tiful, and many of them could not possibly have been made 
by any other process heretofore known. 

In fiict there is nothing organic or inorganic which will 
remain in a solution of a salt of copper a few hoars, that may 
not be coated with the metals. 

The foregoing electro-coppered objects are trifling compared 
to the purposes to which electro-coppering has been tried ; for 
actually, experiments have been made to coTCr the bottoms of 
ships with that metal. There are two or three experimenters 
who lay claim to the first idea of the invention ; one of them 
is Mr. Hays, a distinguished practical chemist of Portsmouth, 
and experiments have been tried at the dock-yard at Ports- 
mouth upon the subject ; Mr. Hays, first coats the bottom 
of the vessel with pitch, thoroughly blackleads it, and then 
attaches wires as a medium of communication with the plum- 
bago, and the zinc of a very large battery. The vessel is 
laden with ballast till it sinks as low in the solution of acidu- 
lated sulphate of copper as it is desirable that the copper 
should extend. The solution of the metallic salt is placed in 
a suitable reservoir, and a large positive pole, composed of 
sheets of copper, is attached to the silver of the battery, 
which completes the arrangements. In this mode of proceed- 
ing the negative pole being above the positive, a proper dif- 
fusion of the newly-formed metallic salt cannot take place as 
readily as could be desired, and it would be attended with 
much trouble to turn the boat over, bo that the positive pole 
might be arranged over the bottom of the boat ; especially, 
'■' =* were a first-rate man of war. In all large commercial 
itions, the expense becomes the most important consi- 
tion, and I am a&aid that in this case, the cost of the 
ction of copper when added to the labour required for the 
;68 will not at all compensate for the additional time that 
■educed copper would last over the copper sheathing as 
:ly employed. 
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(209.) Earthenware, or any other similar substance can be 
coated in like manner with the metallic copper; but when 
these smooth surfaces are to be coyered, some difficulty arises, 
which may be overcome by the previous application of a very 
little varnish. In this way, by coating a jar with copper, a 
Daniell's battery may be made. 

Electro-coppered objects may be gilt, silvered, or coated 
with other metals. Crystalline objects, however, are more 
beautiAil in their cupreous character; though smooth ob- 
jects, as leaves and fruit, are very beautifiil when gilt. 
Electro-coppered objects silvered are not so striking as either 
of the other two, and this on account of the dull whiteness of 
the silver. 

(210.) Metals may be coated with nearly every othef 
metal, besides those I have so Ailly described. Some of these 
metals are found to be much more troublesome than others, 
and some will only give an irregular coating ; yet, by follow- 
ing the principles explained in a former book, any metal 
may be thrown down in the reguline state, with more or 
less success. 

(211.) Electro-tining is a process which, whether consider- 
ed in its difficulty, inefficiency, inutility or expence, is equally 
disadvantageous. To obtain a thick layer of tin directly by 
electricity, would be extremely difficult ; and although a thick 
layer may be readily obtained by depositing either crystal- 
line or spongy tin, and then fusing it, I cannot see that any 
advantage is likely to accrue from such a proceeding. Per- 
haps the sulphate of tin is the best solution that can be used 
for this purpose, conjoined with the single-battery process. 

Electro-leading is a process equally unfavourable in its re- 
sults, as electro-tining. The tris-nitrate of lead makes perhaps 
as good a solution as can be employed for this purpose. 

Electro-zincing is not attended with any great difficulty; 
the metal may be readily reduced from the sulphate, made as 
neutral as possible. The single-battery apparatus should be 
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employed with a zinc positive pole ; any metal niay be used 
to receive the deposit, taking care to employ it very clean, 
and the smoother it is the more favourable will be the result. 

Metals may be readily coated with a beautiAil deposit of 
iron, by using the proto-sulphate, or neutral chloride of iron. 
The single-battery process with an iron positive pole is best 
adapted for this object. 

The &.cts in this book are generally new, and their appli- 
cation is extremely interesting ; for to those who follow gal- 
vanic science as an amusement, the exercise of the arts of 
gilding, plating and coppering, will not only be interesting 
but useful ; in the arts doubtless they will assume a higher 
importance, and add new branches for the successftil applicar 
tion of electricity. Those who are desirous of following these 
processes as a business, will find that practice alone will 
make them perfect; and as the scientific man details the 
principles to be pursued, so the mechanic must follow these 
laws, and regulate the details as his extended experience may 
dictate. 
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ON VARIOUS APPLICATIONS OF THE REDUCTION OF METALS 

BY GALVANISM. 



CHAPTER I. 

ON THE MULTIPLICATION OF COINS AND MEDALS. 

Value of electro-metallurgy for the numismatist, 212. Mode of obtaining 
the mould, 213. Directly by the voltaic current, 214. By lead, fusible 
metal, &c. 215. By non-conducting substances, 216. Metallic dupli- 
cates of gold, 217. Silver medals, 218. Medals of platinum, 219. Cop- 
per medals, 220. Precautions to be taken to prevent air-bubbles, 221. 
Apparatus to be employed, 222. Single-cell apparatus, 223. Thickness 
of the metal, 224. Removal of the cast from the mould, 225. Zinc 
Medals, Iron Medals, 226. Value of electro-metallurgy for medalists, 
227. On the modes of making perfect medals, 22€i. 

(212.) To the numismatist, the reduction of the metals by 
galvanism is of the highest importance ; for on the one hand 
it presents him with the means of having casts of coins or 
medals, which on account of their great rarity he could never 
otherwise possess, and on the other hand it offers to the coin- 
manufacturer the means of forging the more scarce coins, so 
that the collector must be doubly careful in making his pur- 
chases. At present, I am afraid that our art in unskilful 
hands, has been the means of destroying so many medals, that 
no benefit which has yet accrued has been able to compensate 
for their loss. 

(213.) There are three methods of taking the duplicate of 
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a coin or medal. By the first, a primary cast or an intaglio 
is made in metal, directly by the galvanic precipitation ; by 
the second, a metallic cast of the medal is first obtained, 
either in fusible, type, or analogous metals ; and by the third, 
we make the intaglio cast in some non-conducting substance, 
as white wax, sealing-wax, &c. 

(214.) To take a primary cast at once from the medal or 
coin should not be attempted by an inexperienced hand, and 
never by any one from an unique specimen, for fear of any 
mischance. The process, however, is simple, and very valu- 
able, when we desire an absolutely perfect intaglio impression 
of any coin or medal. The object to be copied is to be coated, 
on the side where we do not require action to take place, 
with grease, wax, varnish, or other non-conducting substance. 
A fine wire is to be passed round the rim, and then it is 
ready to be placed in the metallic solution. The adhesion of 
the air to the metal is of considerable importance in this case, 
and the metal should not be allowed to remain a single 
instant in the solution before the galvanic circuit is com- 
pleted. 

The obverse and reverse can be copied by two operations, 
or even both by one, taking care to grease the rim, so that 
the whole medal may not be confined by the new deposit. 
This operation gives us two moulds, one of either side of the 
coin or medal, in intaglio. By this process a copper medal or 
coin is liable to have its bronze removed, and, perhaps it is a 
good plan always to remove the bronze of the medal before 
immersion, by cleansing it with oil of turpentine ; but a gold 
or silver one will not sufier the slightest injury, This mould 
may be used for making plaster-casts, sealing-wax impressions, 
or it may itself be again used as a mould to receive the gal- 
vanic precipitate, and we may thus obtain a very perfect 
relievo copy of the original. 

(215.) Intaglios may be taken off coins or medals in lead, 
pewter, fiisible metal, tin-foil, or silver-leaf in the manner 
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pointed out in the preceding books, and these intaglios are 
then to have a wire either soldered or placed in connection 
with them, when they will be ready for the reception of the 
metallic precipitation. (134, 135.) 

(216.) The third method, however, is the one which should 
generally be adopted ; for by non-conducting substances we 
can obtain most excellent moulds for receiving the precipi- 
tation. For coins, very small medals, and cameos, imprefih 
sions in good sealing-wax are to be preferred by the amateur. 
(136.) These must have a fine wire melted into the wax, 
and be blackleaded, and then they are ready to be copied. 
(144.) 

Larger medals may be copied in wax, stearine, bees^-wax, 
and rosin, or plaster of Paris. The plaster of Paris must be 
rendered non-absorbent by any of the processes given in a 
former book ; tallow or spermaceti are best adapted, and from 
their being always at hand, are to be preferred; they are 
then to be blackleaded, when they may be placed in the solu- 
tion. By either mode, perfectly sharp medals may be taken. 
To the workman who requires to make a large number of 
metallic impressions of coins, I would reconimend the use of a 
square piece of plaster of any convenient size, say six inches 
each way^ with impressions of medals as thick as he can put 
them. This might be easily managed by joining separate plas- 
ter moulds together till the size is obtained ; this piece must 
be filled by the processes given before, blackleaded, and lastly, 
the metal is to be thrown down upon it. By this means he 
will obtain a sheet of coins, which he may either retain in 
that form, or by cutting them out may have each separately. 
The copper thrown down upon plaster is quite as perfect as 
the plaster-cast. 

(217.) Having determined upon the process to be adopted, 
the operator has next to decide of what metal he will make 
his duplicate. To make a gold medal, perhaps the best so- 
lution on the whole would be the auro-cyanide ; because it 
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allows the use of a great many kinds of metals as the ne- 
gative pole. The modus operandi is similar in all respects to 
that of gilding ; the only difference would be, that the deposit 
should be allowed to be a great deal thicker. I am doubtM 
whether non-conducting substances could be employed in this 
way. 

A very useful mode of the application of gold would be, 
first, to throw down only a moderately thick layer, and then 
to fill up the deficiency by throwing down copper upon it. 
This, to the false coiner, might form a valuable piece of in* 
formation ; but is here mentioned to put people on their 
guard. 

(218.) Silver electro-medallions require a more attentive 
description than gold ones, because the silver is of less value, 
and the process is easy to conduct. Silver electro-medallions 
maybe made from every variety of mould— metallic (even iron) 
and non-metallic — that can be employed for electro-metal* 
lurgy generally. 

For all metallic moulds but little difficulty occurs, except 
that adhesion must carefiilly be prevented. There is but 
little fear of adhesion of the new metal to iron, steel, or lead ; 
but to copper, silver, and some other metals, there is some 
risk, from the corrosive nature of the solution of silver; per- 
haps, an infinitesimal layer of some greasy compound might 
with advantage be employed over the mould; that is, the 
smallest quantity of that substance might be rubbed over the 
mould, and then rubbed off as far as possible. The best 
solution of silver for these purposes is a strong solution of the 
argento-cyanide, though I have made medals from several 
other solutions. The single-battery process is the best 
adapted, conjoined with a silver positive pole about twice the 
size of the object to be copied. 

Moulds made of non-conducting substances are also well 
adapted for the formation of silver electro-medallions. The 
object has only to be blackleaded and connected by a wire to 
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a battery about its o\m size, when the silver will gradually 
grow over the object, cover it, and become of any thidiness 
the operator may require. 

The quality of the metal thus reduced, if thrown down in 
the best reguline state, is very strong and elastic ; so much so 
that but a thin deposit will suffice. Sometimes we are de- 
sirous of having the medal somewhat thicker, which may be 
accomplished in some cases (where we are desirous of being 
economical with our silver), by giving it a layer of copper at its 
back : the only circumstance of which we have to be careful is, 
to cause a proper adhesion between the two metals by making 
the surface of the silver chemically clean before immersion. 

Silver medals are made as readily as copper ones, the only 
extra difficulty being first to get the pure silver; for every 
electro-metallurgist will not like to pay six shillings an ounce 
for this substance to make medals, independently of the cost 
of the mould and galvanic power derived firom the battery, 
the latter, however, in this case, would not amount to a penny 
an ounce. 

The surface of the silver is quite bright when it is removed 
&om bright moulds ; when removed from non-*metallic moulds 
it is apt to be discoloured with plumbago : in which case the 
sur&ce should be rubbed with emery or fine charcoal powder 
and a hard brush, and finally polished with a soft brush and 
rouge. 

(219.) Medals may be made with great difficulty of plati- 
num or palladium entirely, as in the cases just mentioned : or 
a duplicate cast of the medals may have an exterior of either 
of these metals, whilst the interior may consist of copper. 
The mould for these metals should consist of either gold, plar 
tinum, palladium, or silver. The solutions may be of any 
strength, although the operator will find the strongest the 
best adapted. See the general remarks on platinum, palla- 
dium, &c. (169—171.) 

(220.) Copper is the metal of most importance to numis- 
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matists, and it will answer like silver both for metallic and 
non-imetallic surfaces. The salt which may be employed for 
ordinary purposes is the sulphate; and when used for this 
purpose the solution should be more concentrated than when 
the reduced metal is required for the electrotype. A satu- 
rated solution of sulphate of copper, mixed with one-third of 
its measure of dilute sulphuric acid will answer admirably 
for general purposes. 

(221.) In making electro-medallions, we must be cautious 
that no bubbles of air adhere to the mould, or are carried 
down into the solution when the mould is immersed. This is 
very apt to occur when the mould is very deep, as sometimes 
a series of air-bubbles may be observed adhering in the 
hair, the beard, or even the top of the nose ; a circumstance 
which would not a little impair the features of the copy. 
To prevent any occurrence of this nature, the medal should 
be inspected after it has been in the solution a short time^ 
and any bubble dispersed. If this be not attended to, the 
bubbles would become quite encased with copper, and a little 
hole be left. 

(222.) The battery process is without doubt the best for 
making medals, especially if large ; but the form of the pre- 
cipitating trough must vary, according to the size and form 
of the medals to be made. For very large medals, say 
six inches in diameter, a common earthenware basin is the 
best. The medal is to be connected with a wire, and placed 
flat at the bottom^ of the vessel, and this wire is to be con- 
nected with the zinc of the battery. A piece of copper is 
now to be procured, which must be somewhat larger than 
the medal above which it is to be placed in the basin. The 
peculiar form of the basin will of course prevent the cop- 
per &om descending upon the medal, a result which is care- 
fully to be avoided. This copper is to be connected with the 
silver of the battery. The solution is then to be poured into 
the ba^in, when action will immediately commence ; the cop- 
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per will be reduced npon the mould from the solntion, and 
copper will be dbsolved iroin the positive pole, to keep up the 
saturation of the flnid. It is always necessary to employ a 
battery sufficiently large ; twice the surface of negative metal 
is most favourable for precipitation, though by following the 
principles already given, any dzed battery may be employed. 
For many medals the battery process 
is greatly to be preferred. In this case ^'S- ^■ 

the vertical precipitating^trongh may i 

be used. A piece of copper, connected 
with the silver of the battery, is placed 
in the middle of the trough ; and on ei- 
ther side, as many medals may be sus- 
pended as can be arranged opposite to 
the copper; and these are all to be 
connected with the zinc of the battery. 
The advantage of this mode of proceeding over all others, 
is the &cility given to the operator, either to remove or add 
one or more medals without any injury to the others ; and 
eight, ten, twelve, twenty, or even a million if he pleases, 
may be made at once. 

(323.) Although the battery process is generally to be 
preferred, yet it does not follow that it is the only mode 
capable of being adopted. Electro-coins and medallions may 
be made by any process described in the first chapter of the 
second book ; as the zinc single-cell apparatus, the iron single- 
cell, the tin or lead single-cell apparatus will answer for this 
purpose, and if the objects happen not to be veiy large, the 
operator will not find it material what process he adopts. 
The only general rule to be adopted, in any case, is to take 
care that the sulphate of copper be concentrated, the positive 
metal sufficiently large, and the distance of the positive metal 
from the mould not too great. A little acid added to the 
sulphate of copper, will generally improve the quidity of the 
reduced metal. (107—113.) 
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(224.) By any of these processes we can olitain a perfect 
cast firom our mould ; yet if the device on the mould be very 
deep, the deposit will not always take place &votirably on the 
deepest parts. In these cases, when the medal is nearly com- 
pleted, we may remove it from the solution, wipe it dry, and 
coat the parts most thickly covered with any non-conducting 
substance. The medal is then again to be placed in the solu- 
tion, when the deficiencies will be soon filled up. 

Great thickness of copper is not required for medals ; for if 
it be as thick as a wafer, and of good quality, it will amply 
suffice. For most purposes it is of no advantage to have it 
thicker, and when we are de&drous of strengthening the deposit, 
the back may be coated with sealing-wax. All these details 
must be regulated by the fancy of the operator, but by pro- 
per management the deposit obtained in twenty-four hours 
is quite sufficient for many purposes. 

(225.) The last operation is the removal of the cast firom 
the mould, which is attended with no great difficulty. We 
must be carefiil to remove any copper which embraces the 

mould at the edges, by placing the 
medal and mould in a vice, for which 
purpose a common wooden one an- 
swers admirably ; then by filing the 
surplus metal firom the edges, and 
pulling one firom the other with 
moderate force, a separation will be 
effected. When the duplicate has taken place upon, the 
original medal itself, the adhesion will be very slight, if the 
precautions are taken which I have before detailed. Casts 
made firom most non-conducting substances come off sometimes 
so readily that the mould is not the least injured. The adhe- 
sion indeed is greater when leaden moulds are used, yet, with 
care, the duplicate may be removed without much detriment 
to the mould, although it is generally slightly impaired. In 
every case some judgment is required to regulate the direction 
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in which we make the pulling force, according to the manner 
in which the prominent parts are arranged; for generally 
there is one way where the cast can be removed more easily 
than any other. To copper, &c., there need be no adhesion. 
(125.) 

(226.) Copper electro-medallions maybe gilt, plated, pla- 
tinized, or coated with other metals, so that they may exactly 
resemble the original. The coating of foreign metal in this 
case ought to be very thin for fear of injuring the sharpness of 
the cast. 

Electro-medallions may be readily made of zinc, by using 
a solution of sulphate of zinc, as neutral as possible, with a 
zinc positive pole, and connected with a battery of about the 
same size. Zinc electro-medallions possess no peculiar beauty. 
A metallic mould appears to be necessary in this case. 

Electro-medallions might be formed of iron, by using a 
solution of chloride of iron, an iron positive pole, and a bat- 
tery about the size of the negative metal. 

Before we can understand the valuB of electro-metallurgy 
to the medallist, we must consider the processes he now uses 
to effect his object. Medals divide themselves naturally into 
two great classes: the first, which are cast and chased, that is, 
touched up afterwards, and the second division, which are 
made by a piece of metal being impressed with a steel die by 
a heavy blow given by an apparatus called a coining-press. 

The first division of medals are first modelled in wax by 
the artist, from that wax impression a mould is made, and 
from that mould a cast in metal is procured. This cast is 
then touched up by the artist ; but as each individual medal 
has to be touched up absolute identity is destroyed. 

For this class of medals electro-metallurgy will undoubt- 
edly supersede the old method ; for the artist may take a 
plaster-cast from his original design, and make by electro- 
metallurgy a perfect fac-simile. The metal-cast he may then 
touch up and bring to great perfection; and he will be 
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enabled to obtain any number perfectly identical with the 
first which he has so laboriously perfected. 

The second division of medals are those coined or made 
with a punch. The mode of proceeding in this case is more 
complex ; but let us trace the processes necessary to make 
the current coin. In the first place, a likeness of the reigning 
sovereign is modelled by the artist in wax, which being ap- 
proved of is finished as highly as possible in that materia]. 
The coins of the present reign are made by Wyon, and 
the beauty and high finish of the present five-pound pieces 
are a theme of imiversal admiration. As the workmanship of 
the coins during a whole reign depend entirely upon the skill 
of the artist, and as in centuries hence the state of the arts in 
our time will be inferred from the workmanship on our coins, 
how important is it to secure the first talents for that object ; 
and having secured them to cherish them with a fostering 
care, and place within their reach every possible means that 
in any way, however remote, may contribute to the super- 
excellence of the work. The original sketch of the artist 
should always be copied in metal, either silver or copper, 
and carefiilly preserved; one copy being sent to the Bri- 
tish Museum, another to Oxford, and a third kept at the 
Mint. By these means posterity would be enabled to have 
the identical likeness of each sovereign, that served as a model 
for the artist firom which to make all his other works. A 
copy of such a sketch should always be placed under the 
foundation-stone of large buildings. To return to our sub- 
ject — ^a plaster-cast is then taken from the wax mouldy and a 
cast is generally made from it in iron, which is placed in a 
lathe, first employed in the French Mint : a blunt point passes 
from the centre of the object spirally over its entire surface, 
and is forced into all the depressions. This point communi- 
cates a similar motion to a cutting instrument, which cuts out 
an analogous impression on a piece of steel. This is repeated 
many times, by which at last a die is formed. This is re- 
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quired to be highly finished by the artist, who made the 
original model, so that the proper feeling and expression may 
be given to the die. This die is then hardened and used as 
a punch, by which another steel relievo is made by a very 
powerful press. After this second punch is formed, it is har- 
dened and used to form the dies employed for coining. Pieces 
of metal of the exact size and weight of the coin are then 
prepared by a series of operations, and made very clean pre- 
vious to coining. In the Mint, the pieces of metal are placed 
in a hopper, and one by one is let loose by mechanical con- 
trivances and conveyed directly under the die, which is con- 
nected with a piston communicating with a vacuum. The 
pressure of air on the piston causes the die to descend with 
great force upon the object, and the piece of money is inmie- 
diately thrown out coined. Such is the rapidity of the ope- 
ration, that notwithstanding the immense outlay in the first 
instance for the apparatus and the expense of making dies, 
the cost of each coin is very far short of what would be in- 
curred by electro-metallurgy, even if we were able to make 
perfect medals by that process. 

However, the success of mechanics over electricity has its 
limit, for as soon as the medals begin to be larger, one blow 
will not suffice to bring up an impression ; two or three are 
required, and between each blow the medal has to be placed 
in a ftirnace and annealed, as the compression of the first blow 
would incapacitate it for receiving a second with any ad- 
vantage. The largest medal ever struck was the medal of 
Boulton, of which some impressions it is said had 300 blows. 
Here electricity begins to show its utility, and for all larger 
medals will for ever totally supersede every mode of casting. 
An immense medallion of the Duke of Wellington has lately 
been modelled by Palmer, and multiplied by his brother. 

Hitherto we have been speaking of the comparative value of 
different modes of making original medals ; but let us compare 
electro-medals with other casts used by numismatists. Now 
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there are only two substances much used for this purpose, and 
these are sulphur, and plaster of Paris. Formerly the ob- 
verse and reverse were arranged side by side on one piece of 
sulphur, wound round with paper gilt at the edge ; latterly, 
however, it has been the fashion to make the cast exactly like 
the original, the obverse being on one side and the reverse 
on the other. Now the obverse and reverse of electro-medal- 
lions, after having been filed flat, can very readily be joined 
together with a little glue in such a way as to render it al- 
most impossible to distinguish the point of junction ; and it 
must be a matter of taste, whether the two sides should be kept 
separate or joined together. The great superiority of electro 
over other casts must be apparent to all, especially when 
we consider that the duplicate may be made exactly to re- 
semble the original, not only in workmanship, but also in the 
nature of the metal of which it is composed. If the medals 
are gilt, or of gold, they will show to greatest advantage if 
arranged on a green ground ; if silver, or plated, on a light 
blue ; if bright copper, on a black ; but if bronze, on a pale 
yellow ground. 

As to the coins the electro-medallist should select for his 
operations ; he should begin with the Jewish shekel from its 
historical associations ; he should then copy the exquisite spe- 
cimens of Macedonian coins, in which series those of the re- 
nowned Alexander and Philip of Macedon are contained. He 
should then select the extraordinary productions of the Syrian 
empire, the race of the Seleucidse being much esteemed for 
their beauty. He may continue with Alexander"'s other gene- 
rals, the Ptolemys, &c. In his road the electro-metallurgist 
must not neglect the Syracusan coins — the finest the world 
has ever produced — nor pass unnoticed the Carthaginian 
series, nor forget the relics of the former grandeur of the 
Greek Islands. The Boman empire next demands considera- 
tion, and the Caesars must be copied. The medallist may 
copy a few more Boman medallions and coins after our Sa- 
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viour"'s time, and then pass to the early British, of which the 
Saxon should be the beginning of the series ; after which, he 
should continue through the various reigns to modem times. 
Having completed such a series, the electro-medallist should 
arrange them in chronological and geographical order, and he 
will find that he has made an epitome of history, in which the 
progress of the arts may be traced through upwards of two 
thousand years. The high state of the arts ijn Greece, with 
their subsequent fall to the degradation into which the world 
had sunk under monkish dominion is striking, and their rise to 
the reign of the unfortunate Charles, about which period the 
Symons executed their splendid works, is remarkable. The 
slight vacillation of the numismatic art firom that period to 
the present time may also be traced. 

Those who prefer medals to coins, may select the finely cast 
and chaste medals of France and Italy, the medals of William 
and Mary, the Napoleon medals, those of the kings of France, 
and Wyon's latest productions. 

The finest collection of coins and medals at the present 
time in the whole world, is at the British Museum, and when 
that establishment has an electro -cast of every other coin or 
medal that is known, either in copper-gilt, silver or bronze, 
so as to resemble the original, then indeed may Englishmen 
be proud of their national collection. 

Where we desire electro-medallions to have a very perfect 
rim, it may be accomplished by winding round the mould a 
thin piece of sheet lead, copper, or such like metal, and allow- 
ing it to project about one-eighth of an inch beyond the edge, 
when it will be found, that on the completion of the process 
the electro-medallion will have a rim of that depth. 

(227.) There are many eminent persons distinguished for 
their learning, their abilities, their public station, or, what 
is above all, their private virtues, a medallion of whom would 
be greatly esteemed by their friends. Now the expense of 
engraving a steel die in a first-rate manner, is such, that it 
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altogether precludes the idea in ordinary cases; but as soft 
substances can be copied by the galvanic process, the expense 
of obtaining a medallion in wax, when divided among thirty 
or forty persons, would surely not be a material object, and 
they would be thus enabled to possess a likeness of the person 
so much endeared to them. What a contrast would there be 
between the distribution of the portrait of a deceased and 
esteemed friend, and the unmeaning custom of giving a black 
and gold ring, simply bearing an inscription ! How much 
better would the remembrance be perpetuated ! for the ring 
is valued more frequently for its size and intrinsic worth, than 
for the remembrance it is intended to convey ; and after 
having been worn for a year, is too frequently cast without 
remorse into the melting-pot. A copper or silver medal, on 
the contrary, no matter how beautiftd its execution, would 
intrinsically be worth only a few pence, and frequently would 
be far more prized and taken care of by the possessor. 

(228.) It is a great desideratum to be enabled to take a per- 
fect coin or medal by electro-metallurgy, that is, one having 
both obverse and reverse ; as yet this has not been obtained, 
and from my experiments it appears to me to be very difficult. 
The manner in which I have attempted to attain this object 
has been, to procure casts of both sides of a medal, and to 
place these in contact at the part of the plaster external to 
the impression, in such a manner that a distance intervened 
equal to the width of the coin; the inner surface of the plaster- 
casts were then black-leaded, and connected with the zinc of 
the battery, whilst the piece of copper to be dissolved was 
placed above a little hole left in the rim of the plaster-mould. 
In this position the moulds were connected with the silver of 
the battery ; but the process, with me, did not succeed. I 
conceive, however, that it is possible, by this method, to make 
a thick medal with both obverse and reverse. 
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ON COPYING SEALS, PLASTER CASTS, ETC, 

Value of a seal, 229. Process for copying a seal, 230. Copper moulds from 
plaster medallions, 231. Quality of the reduced copper, 232. 

(229.) In former times, when the art of writing was an 
extremely rare accomplishment, a seal was an instrument of 
great importance : it fulfilled the same purpose at the end of 
a conveyance or deed that is now accomplished by the writ- 
ten names of the parties ; which even now, in reference to the 
ancient custom, are termed signatures. No business was per- 
formed without the seal, no corporation existed without this 
appendage. The extraordinary seal of Southwick, which re- 
quired three separate dies to form one impression, is a good 
instance of the important functions of the seal ; for the three 
parts being in the respective hands of three trustees, it re- 
quired the concurrence of all, before a perfect impression could 
be made; and consequently, before any land or other property 
under the trust could be disposed of. Now the value of the 
seal is nearly lost, and in the great establishment where I 
lately resided, thousands of poimds hourly change hands 
without any such ceremony; a faint representation only of 
the seal being made by a black wafer, a bare relic of former 
customs. 

(230.) Now tha^ seals are nearly valueless, there can be 
no harm in describing the process for copying them. This is 
very simple ; we first give them the thinnest film of black- 
lead, with a hard brush. If necessary, this may be aided by 
cautiously applying the most minute drop of spirits of wine. 
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but it should be avoided if possible; for the wax being soluble 
in alcohol, the seal is liable to more or less injury. A fine 
metallic wire is now to be heated over a candle, and the hot 
end placed in contact with the rim of the seal so that it may 
adhere. Gare must be taken to apply a little plumbago round 
the point of insertion, that it may be continuous with the 
wire. It is then ready to be placed in the solution. This 
part of the operation is similar in all respects to that required 
for the moulds of coins. (220, 221, 222.) 

After the seal is removed from the wax, it is usual to mount 
it by soldering it on to a piece of metal, and then to fix it on 
a turned handle for convenience of using. 

Considerable care is required to effect this purpose, the 
seal must be first cleaned at the back with charcoal and 
water, and then dried. A little powdered rosin is sprinkled 
on the back, and the medal is then held in the flame of a 
spirit-lamp till the rosin begins to smoke, when a stick of soft 
solder is rubbed over it, and as soon as the solder adheres 
all over and fills up the hollows it is allowed to cool. The 
seal is then placed face downward on a cork, and with a file 
carefully reduced in thickness till the edge of the copper 
is apparent all round, but care must be taken to keep the 
two surfaces quite parallel. If the seal is very thick, 
the filling with solder may be dispensed with, as the cop- 
per in that case may safely itself be filed flat. A piece of 
metal, either copper or the alloy known as red gun metal (an 
alloy of copper and tin) is then prepared with a flat surface 
at one end sufficient to cover the seal, and with a socket at 
the other, to which a handle of either agate, ivory, ebony or 
other hard wood may be fixed. The flat part of the handle 
must be coated with a thin layer of solder, and that, together 
with the prepared surface of the seal sprinkled with a little 
rosin, when the two surfaces are placed in accurate contact, 
and then held in the flame of a spirit-lamp until the solder 
melts and unites the two, the edge is then to be carefully 
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filed and polished, and the face of the seal cleaned by char- 
coal and water. In those cases where the device is very deep 
it will not admit of being reduced perfectly flat, and in that 
case, the rim is filed to the same extent all round, and an 
indentation must be cut in the handle corresponding to the 
elevation at the back of the seal. 

The largest seal, as the great seal of England, or the large 
seals of the bishops, may, in this way, be copied with ease ; 
and the smallest are attended with no more difficulty. The 
operator must remember, that although he is at perfect li- 
berty to copy the Chancellor's seal of the last reign, yet he 
would be liable to the utmost penalty of the law if he were 
to carry on his scientific proceedings upon the great seal of 
Her present Majesty. A letter received in the morning may 
be answered the next day, or even the same night, by a letter 
sealed with an electrotype impression of your friend's seal. 
If a relievo be required from a sealing-wax relievo, it may be 
obtained by a double electrotype operation, or by first making 
a plaster intaglio, and proceeding with that as for plaster 
generally. Seals may be made either in silver or copper, the 
processes for which are similar, in all respects, to that de- 
scribed for making electro-medallions. 

(231.) Copper or silver moulds may be obtained of the 
utmost perfection, from plaster medallions. If we desire to 
take a copper mould or intaglio from a plaster relievo, we 
simply prepare the plaster by tallow, wax, or any other simi- 
lar substance. We then careftilly apply the black lead, and 
twist round the rim fine wire to connect it with the battery, 
after which it is ready to be placed in the metallic solution. 
The copper or silver copy is by these means as perfect as the 
plaster. When a relievo of a plaster medallion is desired, we 
may either electrotype the copper mould, obtained as before, 
or we may make a mould of white wax, having first filled the 
plaster with water. The wax mould is to be blackleaded, and 
must have a wire attached to it, before it is put into the solution. 
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The compoond of bees Wax and rosin may be nsed for the 
same purposes, its appUcation heing similar to white wax. 
The mZl produced by any of theL means is quite perfect, 
and the process is an excellent one ; for it is neither attended 
with difficulty, nor does it require much labour, and is per- 
formed without the slightest detriment to the original plaster 
medallion. The whole difficulty attending the multiplication 
of works in plaster, is not the manufacture of the copper 
duplicate, but the trouble of obtaining the plaster itself per- 
fect. It is singular, that every artist who uses this substance, 
considers that he is possessed of some secret ; but in reality, 
the working in plaster is nothing but an art acquired by 
practice, and requires judgment in different cases ; a full 
description of all the minutiae requiring attention has been 
already detailed. 

From a plaster cast we can obtain a stereotype mould, 
and from this a medallion in copper, silver, &c.; but few 
now would be inclined to follow this method when others are 
so well adapted. The apparatus and modus operandi are 
similar, in all respects, to that employed for the multiplication 
of coins and medals. (220.) — (222.) 

(232.) The reduced metal, be it silver or copper, for the 
foregoing objects can be made of any texture that may suit it 
best. It may be either produced of the greatest flexibility, 
or of the most extreme hardness, by following the laws which 
we have laid down. A very hard medal, cameo, or seal, is 
best obtained by using a very strong solution, a single battery, 
and a large positive copper pole. It might be very useful 
for Bate's Anaglyptograph, an ingenious instrument, by which 
a correct engraving of any raised object can be executed. A 
point is passed over the medal at an angle of 45°, this com- 
municating a motion to a diamond point. As the point 
passing over the medal is raised or depressed, the diamond 
point takes a corresponding curve, so that the lines ruled on 
the plate form certain curves, the effect of which is to give a 
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correct drawing of the medal. When a thin layer of black 
lead is used, the deposited copper will not in the slightest 
degree be discoloured by it, as the plumbago will always be 
taken into it, leaving none on the prepared plaster. If a very 
thick layer of black lead is employed the copper will bq 
discoloured. 



CHAPTER III. 

ON THE MULTIPLICATION OF BRASSES. 

Process for obtainiog Duplicate Brasses, 233, 

(233.) There is scarcely a church in the country which 
has not some curious old monument where characteristic like- 
nesses of a whole &mily are engraved on a brass plate. To 
the Town Council of Yarmouth these relics were of so little 
interest that they condemned the whole collection from one 
church to be applied to the manufacture of standard weights 
for the use of the town. By antiquaries, however, these mo- 
numents are highly prized, and many would be delighted to 
possess a fac-simile of many of these objects. This may be 
accomplished by comparatively simple means. It is only 
necessary to take a cast of the brass in plaster of Paris, havr 
ing previously oiled the brass ; the plaster is to be well 
dried, and then soaked in tallow, A wire must now be 
passed round it, and black lead applied with a soft brush, 
when it is ready to be connected with the battery. Only 
moderately-sized brasses can be copied in this manner, for 
some are so large, as that of the Archbishop of York in 
Chjgwell church, in Essex, or those in Westminster Abbey, 
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that they would require such large vessels as virtually to 
render the manufacture of a duplicate almost impossible. 

The battery process is best suited for these purposes. A 
large piece of refuse copper must be employed for the positive 
pole, and it should be placed as near the plaster as possible. 
As a large surface of plaster is generally required to be co- 
pied, a large battery will be required, otherwise the strength 
of the metallic solution must be regulated to the power, and 
rendered much more dilute and acid. 

A great taste has lately arisen for studying monumental 
brasses. The lover of these objects prowls over the country 
with a roll of lining paper in his hand, and a packet of heel- 
ball in his pocket ; and wherever he finds one of these much- 
prized brasses, he places the paper over it, and rubs the 
surface of the paper with heal-ball, which blackens it, except 
at those parts immediately oyer the incised lines. This mode 
decidedly gives the clearest impression, but some antiquarians 
prefer a mixture of linseed oil and black-lead, about the con- 
sistence of mustard, which they apply to tissue paper with a 
leathern rubber. For further particulars relating to these 
curious matters, the student must refer to works peculiarly 
devoted to these remains, but especially to those exquisitely 
beautiful and accurate illustrations of monumental brasses by 
the Wallers ; a work already in the library of every person 
having the slightest pretensions to a knowledge of the anti- 
quities of Great Britain. 
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CHAPTER IV. 

ON MAKING DIES FROM EMBOSSED SURFACES. 

Od metallic reverses from raised surfaces by galvanic agency, 234. Pecu- 
liarities of dies made from paper, 235. 

(234.) All embossed surfaces may be copied with facility, 
whether they consist of paper or any other substance. They 
must be first rendered non-absorbent by oil, varnish, or wax, 
according to the thickness of the texture ; linseed oil perhaps 
is to be preferred for paper. It must be allowed to dry before 
the black-lead is applied to make it ready for the solution. 

(235.) Dies made from paper generally exhibit a slightly 
dented appearance in the smooth parts, from the little pro- 
jecting points of the paper having been copied. This, it is 
said, disappears after many impressions have been printed. 
Doubtless the attention of the commissioners of stamps and 
taxes has been drawn to the fact, that the stamps can with 
great ease be copied by the electro-metallurgist ; but it must 
remain with them to consider whether any attention to the 
subject is requisite. 

A hard copper die formed from a sealing-wax impression 
would in all probability be applicable to the formation of 
stamped wafers now so much in use. 
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CHAPTER V. 

ON THE MANUFACTURE OF MOULDS FROM FRUITS, VEGETABLES, ETC. 

On making moulds from vegetable substances, 236. Chantrey's method, 237. 

(236.) In a former book, means were adverted to for coat- 
ing various kinds of fruit, vegetables, and leaves with metallic 
copper, having first black-leaded them. (207.) By simply 
carrying on the process until a thick deposit be obtained, 
instead of merely coating the object, a mould will be obtained 
for any purpose required. A cast thus taken of a leaf, for 
instance, that of a Morel cherry, baffles all description. The 
copy is absolutely perfect; every fibre and nerve, in fact 
the minutest part, is cast in copper with the utmost fidelity ; 
and in the same way the surface of fruit may be correctly 
copied, so that every excrescence or depression, however 
minute, will be as apparent as in the original. 

(237.) Sir Francis Ohantrey had a very ingenious, though 
a troublesome and complicated, method of obtaining a cast of 
leaves or sprigs of trees ; he takes the finest river sift, ground 
up, and encloses the leaves and sprigs in it ; the whole is then 
dried and thoroughly baked, by which process the wood is 
carbonized ; a strong blast of air is then sent through the 
apertures, which removes the carbon and leaves a cast of 
the object, and that serves as a mould, into which he pours 
his melted copper. The same end might be attained in some 
cases far more readily by the galvanic current. 

Every vegetable and animal substance whatever, which will 
remain undecomposed in the solution of copper for a few 
hours, can have a metallic mould made from it. For nearly 
all these cases the battery apparatus, similar to that used for 
medals, is the best. 
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CHAPTER VI. 

ON THE APPLICATION OF ELECTRO-METALLURGY TO SCULPTURE 

AND OTHER PURPOSES. 

The mode the sculptor adopts to obtain a metallic cast, 238. On making a 
metallic cast by electro-metallurgy, 239. The texture of the copper, 240. 
General remarks, 241. On the application of electro-metallurgy for gold- 
smiths, 242. For surgeons, &c., 243. 

a 

(238.) Unfortunately the British public have neariy ceased 
to patronize British sculpture, otherwise electro-metallurgy 
would be a valuable assistant to that art. The sculptor first 
makes his model in clay, from which he takes a cast in plaster, 
and this again serves as a mould, into which he pours his 
fused metal. This latter proceeding is attended with much 
trouble, and not unfrequently with great danger from a risk 
of explosion. The metallic cast when made is by no means 
perfect, as it requires much labour to finish it. 

The electro-metallurgist' could obtain a far more perfect 
cast at once, by simply preparing his plaster, black-leading it, 
iand placing it in the solution of sulphate of copper. A wire 
in contact with the black lead must communicate with the 
zinc of the battery, whilst the sheet of copper to be dissolved 
should communicate with the silver. 

(239.) For very large designs, an inconveniently large ves- 
sel would be required ; to obviate this difficulty, the mould, 
provided it be hollow, might have the separate pieces of 
which it is made so joined together by wax or grease that 
itself should form the vessel to contain the liquid. Very large 
batteries ought to be employed by the sculptor, arid rather a 
dilute solution ; because, in all probability, the size of the 
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battery will not be proportionate to the immense surface ex- 
posed in even a moderately-sized design. The piece of cop- 
per forming the positive plate should be as large and as close 
to the plaster mould as it can be placed, in order that as 
little impediment as possible may be afforded to the passage 
of the current. 

(240.) The copper may be of any thickness; and its 
strength and thickness may be regulated as required in dif- 
fereut parts, by increasing or diminishing the distance be- 
tween the various parts of the plaster and the positive plate of 
copper. The relative cost of this method of making a bronze 
figure, and that of the plan now in use, is, perhaps, difficult 
to estimate accurately. By the old plan a bronze figure costs 
the value of the copper and the coals required for its fusion, 
besides the labour requisite to render the metal cast perfect 
afterwards. By the galvanic method it would cost the value 
of the copper, + the value of an equal weight of amalga- 
mated zinc, -|- the cost of the labour required to work the 
batteries "~ the value of the sulphate of zinc formed. From 
the above statements, a rough idea only can be formed of the 
relative cost of these two methods in practice, and it can 
only be determined with certainty by very large operations. 

It certainly must become a great temptation to the lovers 
of science to construct a duplicate, by electro-metallurgy, of 
the famous Wellington statue now in progress by Wyatt, 
the dimensions of which may be at once understood when 
it is mentioned, that a tall man without removing his hat 
may ride on a horse of average height under the belly 

of the colossal figure, and still have two or three inches to 
spare. 

The original it is calculated will weigh when completed, 
about fifty tons, but probably an electro cast of about two 
tons could be made sufficiently strong by being suspended by 
an internal frame- work of iron. Such a cast might perhaps 
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be made for about four or five thousand pounds, including 
labour of every description requisite to make it quite perfect. 
Can such a temptation exist without being acted upon? Is 
there no town but London under sufficient obligations to the 
immortal duke as not to record its sense of them. A statue 
such as that under consideration made by electro-metallurgy 
would be a glorious work. Admirers of the arts wake up ! 
patrons step forth! science lend your aid, manufacturers assist, 
and all grateful hearts subscribe ! Success will crown the 
attempt, and the work will be esteemed the . wonder of the 
world ! 

Ghaterton, who executes exquisite cutting of ivory by 
means of a peculiar machine, exhibited last winter at the 
various scientific soirees a skull bust prepared by electro- 
metallurgy. His modus operandi was to form a cast of the 
head, and coat it with copper, and then to remove the interior 
cast. In the copper mould thus obtained, he deposited a 
copper reverse ; but the whole operation is subject necessarily 
to considerable difficulties requiring continual watching. The 
bust he exhibited was very perfect, but the exact means he 
used have not been published. As far as regards the electro- 
metallurgical process, the solution, positive pole, &c., must be 
regulated by the principles so fully detailed in former parts of 
the work. 

(241.) Before bringing this book to a conclusion, I may 
mention that the application of electro-metallurgy, or the art 
of working in metals by the galvanic fluid, is not confined to 
the foregoing subjects; for every kind of object which can 
possibly be made in copper by any other method can also be 
made by electricity. With regard to the use of other metals 
for the like purpose, they can in some instances be em- 
ployed ; but still, the application of the galvanic fluid to the 
working of these must be limited, because the intrinsic value 
of many is so great as to preclude their general use ; whilst 
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the value of others is so trifling as to render their application 
of little value. 

As a general rule, all articles of tin, lead, iron, and zinc 
are infinitely better, ' and far more cheaply made by the pre- 
sent mechanical processes than they could be by electro- 
metallurgy. I do not pretend to say that there may not 
be some particular cases where the pure metal obtained by 
the latter process might be preferred to the impure metal. 
Pure iron might be valuable, pure zinc might be useful, but, 
for all manufacturing purposes, there is but little doubt that 
the cheapness, ease, and, above all, the capability which 
mechanics possess of an unlimited production of articles by 
the steam-engine gives a vast preponderance in its favour, 
especially when we consider the mind continually required to 
superintend and direct voltaic processes. 

For articles of copper, the benefits of electro-metallurgy do 
not manifest themselves whenever the cost of the workman- 
ship is not equal to the cost of the voltaic reduction, and 
whenever the object can be made by pure mechanical means, 
as the latter in these cases are mostly to be preferred to che- 
mical means. As soon, however, as the cost of the materials 
and labour exceed those required by the chemical, then does 
electro-metallurgy begin to be advantageous, and the multi- 
plication of all elaborate and highly-finished articles should be 
effected by the latter process. In a former part of this work 
data for ascertaining the expense of the various processes, 
comprising electro-metallurgy, have been quite sufficiently con- 
sidered. Although, however, throughout this work the rela* 
tive cost of processes has been continually discussed, let me 
once again strongly urge the manufacturer to pause before 
he introduces electro-metallurgy and substitutes it for former 
modes of manufacture. Excellence and economy are the only 
circumstances that he has to regard in a business point of 
view ; and he has no right to consider the beauty of any par- 
ticular process, or to be allured to apply electro-metallurgy 



GENERAL REMARKS. 253 

for purposes not suitable to it, by the demi-magical phenome- 
non of an old worn-out nail and a dissolved penny-piece being 
capable after a few hours' patience to form a duplicate of a 
work of art which required years for its first execution. 

Attempts have indeed been made to make copper tubes by 
electro-metallurgy, and also saucepans and similar vessels, but 
there is no doubt that those who practised this mode must 
have been ignorant of the relative expense of the processes. 
However, in this case, as in others, it is possible that tubes of 
peculiar curves might sometimes be made profitably by electro- 
metallurgy, and that the absence of soldering might be turned 
occasionally to advantage. 

Electro-metallurgy ofiers means for the multiplication of 
polished surfaces, but its benefit is confined to particular cases, 
as highly-burnished sur&ces cannot be so perfectly multiplied, 
because if those surfaces are absolutely clean adhesion would 
take place, and if the air adheres to the originals a slight 
spotted appearance termed " a curd'' is noticed, which would 
seem to be an irregularity in the thickness of the film of air. 
Although burnished surfaces cannot be absolutely and per- 
fectly multiplied, yet for many practical purposes the process 
may be efiected. The formation of duplicates of specula must 
be regulated by the preceding observations, for it would be 
requisite always to finish the duplicate by burnishing. All 
such delicate processes should never be attempted till expe- 
rience has taught the operator how to overcome the difficul- 
ties likely to occur. 

With regard to the manufacture of silver articles by electro- 
metallurgy, the preceding observations equally apply. The 
manufacture of silver spoons and forks by the present process 
is efibcted so cheaply as to leave no shadow of doubt that it 
is infinitely to be preferred to electro-metallurgy. Very elabo- 
rate articles of which duplicates are required, might perhaps 
be advantageously made by electricity, and it is almost need- 
less again to mention that the silver might be strengthened 
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with layers of copper, should ever such process be required. 
One objection to electro-metallurgy for these purposes is the 
necessity for the employment of pure silver. 

(242.) To workers of gold electro-metallurgy promises to 
be occasionally of value; for after having once procured a 
mould, he could obtain the most elaborate devices ; but still, 
in buying manufactured articles of gold, the intrinsic value of 
this metal is so great that the workmanship forms frequently 
but a small part, or otherwise electro-metallurgy might be of 
importance to the goldsmith. 

The dentist requires for artificial teeth an exact cast of the 
mouth in gold, platinum, or palladium. Now the cost of the 
manufacture of this is so expensive, that many are prevented 
from availing themselves of these valuable appendages. It is 
absolutely necessary that the gold should fit very accurately, 
or else the possessor is not able to use them. Electro-metal- 
lurgy might, perhaps, be brought to aid the mechanic in this 
matter, but the operator must recollect that notwithstanding 
the scientific principles detailed in this work, considerable 
skill in the manipulation would be required, especially as it is 
necessary that the metal should be of the utmost tenacity and 
firmness. 

(243.) Even to the surgeon, electro-metallurgy appears 
likely in some cases to be usefiil; for when he is desirous 
of exerting constant pressure on any part, or of confining 
any part in a particular position, he can make a copper in- 
strument exactly to suit any individual case by first taking a 
cast in plaster of Paris, or, which in some cases will be found 
more usefiil, by a piece of gummed sheeting. At present 
no case has occurred in my own practice where such an 
application of electro-metallurgy has been required ; but I 
have seen cases of club-foot, where doubtless a metallic mould 
might have been applied with great benefit to the patient. 
With regard to metallic splints, perhaps in some cases they 
might be used with great advantage, but as a general rule 
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those made of the moulding tablets (which I have described 
in the Medical Grazette) are more applicable. By a proper 
use of splints made of these moulding tablets many cases of 
broken limbs have occurred where the patients have been ena- 
bled to leave their beds and enjoy the comforts of the external 
air within three or four days of the accident. For these pur* 
poses splints made of my moulding tablets would, from their 
lightness, be much preferable to metallic splints, for though 
they may be made to take a perfect cast of the face, they yet 
set so firm and hard as to bear a very severe blow without 
accident. 

To the geologist electro-metallurgy is not without its in- 
terest, for, independently of the rationale which it affords of 
the veins of metals embosomed in the earth, it gives the means 
of obtaining in copper casts of any fossil which will remain 
unacted upon in the metallic solution. If the solution is acid, 
of course it will be unsuitable for any strata containing car- 
bonate of lime ; but then, by first taking an impression in 
plaster, a metallic reverse can be taken from it, which will 
be a perfect fac-simile in metal of the original. These me- 
tallic casts are preferable to any other kind of duplicate, 
because they occupy less bulk, are lighter, less destructible 
and fragile than any other material. 

Electro-metallurgy is now brought to such perfection, that 
a copper cast of tenacious metal can be made of any size or 
form ; and it may be even painted to resemble the object it is 
intended to imitate. All other materials, as far as possible, 
should be discarded from our museums, as for nearly all pur- 
poses the copper is entitled to a decided preference. 

The architect should always bear in mind the powers with 
which electro-metallurgy ftimishes him. By it he will be 
enabled to introduce at but moderate expense, relievos, orna- 
ments, statues, friezes, &c., &c., into the composition of his 
building. In the construction of churches electro-metallurgy, 
if used rightly, is capable of adding great effect ; for altar- 
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pieces, chaneel-skreeiis, organ fronts, &c., may be made of 
various metals. If electro-metallurgy, only in a slight degree, 
should cause us to return to the splendour with which Solo- 
mon considered that buildings dedicated to worship should be 
constructed, then, indeed, will all who have assisted in de- 
veloping its laws and facilitating its practical application be 
proud ; for there is no national disgrace more to be deplored, 
than that buildings erected for dancing, feasting, or de- 
bauchery should be fitted with all the embellishments which 
modern science has so abundantly supplied, whilst too fre- 
quently buildings not sufficiently excellent to be used as ken- 
nels for the hounds of the nobility are thought amply splen- 
did for consecration to the worship of the Almighty ! 
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CHAPTER I. 



ON THE MULTIPLICATION OF TYPE. 

The mode of printing books, 244. On stereotyping, 245. On Electrotyp- 

ing the type, 246. 

(244.) The ordinary type, such as this work is printed 
with, has each letter separately cast of a particular alloy ; 
these letters when combined together form words; again, a 
number of words form a paragraph-a series of paragraphs 
a chapter — a number of chapters a book — and lastly, several 
books form this volume. Most works are printed in parts ; 
thus, whilst I am writing this chapter the second book is 
completely printed, and the types distributed, whilst the 
proof of the third is lying on my desk to receive such alterar 
tions as may occur to me. Now the electrotype would be 
of no value to the printer in this case, for the same type 
which is used for the first part of this work, will be again 
used for the last, and even after the whole is printed, will be 
very little impaired. 

(245.) With books which have a very large circulation, as 
the Bible or Prayer-book, and where no changes are required 
in the matter for a series of years, it is usual, after the work 
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is completely set up in type, to take a stereotype copy of 
it. A plaster mould of the type is first obtained, which is 
thoroughly baked in an oven, and from this a metallic cast in 
stereotype metal is made, which is a copy of the original. The 
duplicate thus obtained is slightly impaired by the injury 
which the plaster cast receives in the furnace, otherwise it has 
advantages over the type ; for every stereotype page is in 
one piece, whilst the type is made up of as many different 
pieces as there are letters, besides numerous pieces termed 
leads, &c. The process of stereotyping is cheaply effected, 
but the electrotype may be made more perfect. 

(246.) To procure an electrotype copy from a page of type, 
we have to take an intaglio impression from the type, which 
is most conveniently effected by making a plaster cast, and 
afterwards rendering it non-absorbent, or we may take it in 
white wax ; the intaglio impression must be black-leaded 
and placed in the solution to receive the deposit of copper. 
The horizontal apparatus is much to be preferred in this case, 
and great care must be taken to disperse air-bubbles* A 
moderately thin layer of copper would suffice, if it were 
backed with solder, type, or some such analogous alloy. 
This process is only likely to be useful for Bibles, or works 
that have a large circulation ; and, probably, might be found 
to wear longer and print better than the usual stereotype me- 
tal ; but at present we have no experience on that matter ; 
though there is but little doubt that for these purposes elec- 
tro-metallurgy will eventually be preferred. 
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CHAPTER 11. 

ON THE MULTIPLICATION OF PLAIN COPPER PLATES. 

The preparation of plain copper plates, 247. The electrotype plates, 248. 
Process for their manufacture, 249. Manipulation of the battery, 250. 
Precipitating trough, 251. Temperature, 252. Positive pole, 253. Re^ 
gulation of the texture of the copper, 254. Single-cell apparatus, 255. 
Time required for the process, 256. Removal of the plate, 257. Mode of 
preparing the plate for engravers, 258. Economy in the manufactory, 
259. Expense of the plate, 260. 

(247.) The application of the electrotype to the varions 
departments of engraving, is of the greatest importance, and 
the new field opened in this branch alone, is very extensive^ 
Engravings generally are made upon copper plates, which 
have undergone a tedious preparation. The copper which is 
to be employed for this purpose should be as pure as pos* 
sible ; it has first to be rolled to a certain thickness, after 
which it passes into the hands of the copper-plate maker. 
He carefully examines the plate, and picks out any little 
piece of foreign metal he may chance to perceive, and then 
fills up the gap by dexterously hammering around it, so that 
he draws the neighbouring copper over the hollow. The 
plate is then well hammered, and receives a rough polish by 
charcoal. The price of a plate so manufactured, is worth 
from two shillings and sixpence to three shillings and sixpence 
per pound. 

(248.) This copper-plate is by no means pure, as it gene- 
rally contains tin and other metals, which render the engrav- 
ing sometimes difiicult, and the etching very uncertain. To 
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obviate these faults we make an electrotype plate on one of 
the prepared copper-plates, and as the metal of this is abso- 
lutely pure, it is found to be far better adapted for the 
purposes of the engraver. This duplicate plate possesses a 
similar surface to the original, and may therefore be at once 
used; but it is found better to hammer the duplicate, and 
prepare it with charcoal, as that greatly improves it by 
making it more elastic ; and it is the opinion of one of the 
first plate makers in this city that the hammered plate will 
work as well as steel. 

On one of these electrotype plates hammered and pre- 
pared as plates ordinarily are for engraving, Mr. Palmer 
had various specimens of art executed. First, the plate- 
maker'^s opinion was taken of it, and he decided that it was 
vastly superior to the common copper ; here we may remark, 
that many persons have doubted whether the electrotype 
copper would bear hammering; now this plate was thus 
prepared. The plate was then sent to a letter-writer, to 
receive a specimen of this species of engraving, as well as to 
have his opinion of it ; he stated, that the quality of the cop- 
per was such that much less labour was required for the 
process which it had to undergo. It was then sent to an 
etcher, and he found it greatly superior to ordinary copper- 
plates ; for the nitric acid bit with the utmost uniformity 
on accoimt of the purity of the copper. A s^pecimen of 
machine-ruling, rose-engine turning, and medal-ruling by 
Bate'*s patent anaglyptograph was then executed, and the 
opinion of all the artists concerned in the work was similar ; 
for the superiority of using pure copper over the ordinary 
copper, which is usually contaminated with other metals and 
charcoal, was apparent to all. 

(249.) The exact process by which these electrotype plates 
may be prepared, is very simple. The plain plate on which 
the deposit is to take place, is to have a flat band soldered on 
its back, in order that efiicient connexion may be made with 
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the Zinc of the battery. The heat necessary to effect this, 
drives off the air which infilms the metal, so that if it were 
placed at once in the solution of sulphate of copper the two 
plates would stand' a very fair chance of adhering to each 
other. To prevent this serious evil, the plate which has been 
soldered ought to be placed in a cold place for twenty -four or 
more hours, which will enable it to regain a second time its 
film of air. Those who are not skilful in soldering metals, 
may simply place a wire or piece of metal in contact with the 
back of the plate, as that connection will be amply sufiicient. 
Every part of the plate which is not intended to receive the 
deposit, must be covered with tallow, wax, or any other non- 
conducting substance. 

(250.) Having thus prepared the plate, a platinized silver 
battery, which exposes about twice the surface of negative 
metal, is to be charged with dilute sulphuric acid, consisting 
of about one pint of strong sulphuric acid in two gallons of 
water. By using the acid thus diluted, the risk of much local 
action is materially lessened, and for the same reason the acid 
should never be poured into the battery till it is quite cold. 
The best form of battery for these purposes is fig. 4, p. 26. 
The silver has a binding screw soldered to it, and a piece of 
wood is fixed on its upper part. The zinc is placed on each side 
of the silver, and consists simply of two strips which have no 
solder attached to them, but are connected to each other, and 
to a binding screw by a large screw, which embraces at once 
the two zinc plates and intervening piece of wood fastened on 
to the silver. This very ingenious arrangement appears to 
have been devised by the « instrument-maker, from a necessity 
which the manufacturer experienced of repeatedly adding a 
new zinc as soon as the former was dissolved. 

(251.) The precipitating trough may be either the horizon- 
tal or vertical. The vertical trough is an oblong wooden ves- 
sel cemented in. the interior ; on one side the plate to be mul- 
tiplied is placed, on the other a piece of copper to be dis- 
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solved, (fig. 12, p. 68.) The horizontal trough is a shallow, 
square vessel, on the bottom of which the plate to be copied is 
placed, and half an inch above it, the copper to be dissolved, 
(fig. 15, p. 76.) It is necessary to place the negative plate 
underneath, or else the uniform strength of the solution would 
not be preserved, but a mass of crystals deposited at the bot- 
tom of the vessel. The first apparatus is best adapted for a 
slow precipitation and small plates, but the last for a rapid 
deposition of the metal and large plates. 

Whichever process be employed, the trough must be filled 
with a solution of sulphate of copper of a strength suitable to 
the power of the battery. If one battery be used, it should 
consist of a saturated solution of sulphate of copper, diluted 
with rather more than one third of dilute sulphuric acid. A 
solution of nitrate of copper may be employed of about one 
pound to the pint and a half, which will allow the deposit 
to take place more quickly. A nearly saturated solution of 
sulphate or nitrate of copper may be used, if a series of four 
or five batteries be employed, or the solution be kept at a 
high temperature. It is advisable to place the plate in a neu- 
tral solution at first, and afterwards, when it is slightly co- 
vered, in the acidulated solution, in order that the film of air 
may not be removed. 

(252.) Where practicable, the solution should always be 
kept at a moderately high temperature; as by that means 
the deposit will take place far more rapidly, and the copper 
will be more elastic. The reader must not confound the pro- 
perty of elasticity with flexibility, although this is an error 
very commonly made. Flexibility is the property which 
bodies possess of being easily bent ; elasticity is the power 
which bodies have, of returning to their former shape after 
they have been bent. The flexibility of any metal is a pro- 
perty very readily obtained by the laws pointed out ; elas- 
ticity, on the other hand, is a property more difficult for the 
electro-metallurgist to obtain than any other. 
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(253.) Having filled the trough with the liquid, we take a 
piece of copper the same size as the plate, and connect it by a 
wire to the silver of the battery. We have now the battery 
charged, the precipitating trough filled with its solution, and 
the piece of copper to be dissolved placed in the precipitating 
trough, and connected with the silver. Having proceeded 
thus far, the wire, soldered on to the copper plate on which 
the new deposit is to take place, must be connected with the 
zinc of the battery, and the operator must be particularly 
careful that dropping the copper plate into the precipitating 
trough is the last operation for completing the galvanic cir- 
cuit, as immediately a precipitate of pure copper commences. 
This does not adhere to the copper plate, because it is not in 
contact with it, for a thin layer of atmospheric air is inter- 
posed between the two. 

(254.) Having put the apparatus in action, the operator 
must regulate the quantity of electricity passing, by approxi- 
mating or increasing the distance between the two poles in the 
precipitating trough, according as he may require differences 
of texture in his copper ; for the reduced metal may be 
obtained as soft as lead, nearly as hard as steel, or of any 
intermediate quality ; the copper should neither be too crys- 
talline nor too flexible, but should be of a texture inter- 
mediate between both extremes. The laws regulating these 
points have been sufiiciently dwelt upon above. The appa- 
ratus will require no material alteration for two or three days, 
and then the acid in the battery should be changed, and 
the zincs, if necessary, renewed. The piece of copper form- 
ing the positive pole should always be examined, and removed 
if necessary. A plate should not be allowed to remain in- 
active in a neutral solution for any considerable time whilst it 
is being made, as in that case the reduced copper is apt to be 
in layers. 

(255.) The single-cell apparatus is not at all well adapted 
for making copper plates, because it is impossible to regu- 
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late with accuracy the quantity of electricity to the strength 
of the solution. In fact, all the largest and most perfect 
plates hitherto made have been produced by the battery ap- 
paratus. 

(256.) The time necessary for the complete formation of a 
plate, varies according to the thickness of the copper re- 
quired, the ease with which the solution suffers decomposition, 
the power of the battery, and the distance between the plates 
in the decomposition cell, or precipitating trough. The 
shortest time in which it could possibly be made, is from 
twenty-four to thirty-six hours ; but with a single cell and 
dilute acid it ordinarily takes a week, or even more ; the 
texture of the copper, however, in both cases, may be made 
similar. The only limit which is afforded to the rapidity 
of the process, is the cupreous salt. As the nitrate is the 
most soluble salt of copper, we never can obtain a plate more 
rapidly than the strength of its solution will allow. 

(257.) Having made the plate, we have now to take it off; 
and for this purpose, any copper embracing the edge of the 
original plate is to be removed ; after which, the operator 
without any difficulty may separate the two plates, for pro- 
vided he has followed exactly the directions which I have 
before given for insuring a film of air on the plate, not the 
slightest adhesion will exist. 

(258.) A plain copper plate is thus made, which can be 
used at once by the engraver, or it may be hammered and 
rubbed with charcoal, as copper plates ordinarily are. Dupli- 
cate copper plates have been made from another similar plate, 
but we can obtain a copper plate from smooth substances, 
which are not capable of being acted upon by the fluid ; thus, 
smooth white wax, sealing wax,^ or smooth plaster of Paris, 
will receive the deposit after they have been black-leaded. 

(259.) The manufacturer who makes electrotype plates in 
an extensive way, must endeavour to lessen the expense of the 
process by every possible means. In the first place, he must 
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recollect that the mercury used for the amalgamation of the 
zinc is not at all acted upon, but that when all the zinc is dis- 
solved, it remains upon the fine particles of foreign metals 
which the zinc contained. He should carefully preserve this 
mass, as well as all the fragments which have been left ; the 
mercury may in great part be separated from this, by en- 
closing the mass in wash-leather and squeezing it; the rest 
may then be obtained by distilling the residue. Theoreti- 
cally, the operator ought to regain as much mercury as he 
originally employed ; but practically, he will always suffer a 
certain loss. 

The sulphate of zinc left in the battery after it has been 
exhausted is absolutely pure ; and therefore the solution may 
be evaporated and the crystals of the sulphate of zinc ob- 
tained; or the metal may be converted into a carbonate, for 
which there is great demand in the arts. The deposited 
copper in the same manner is also pure, and, therefore, all 
the chppings should be preserved for the purpose of alloying 
gold, as it is necessary to have a perfectly pure metal for that 
purpose. 

Those who manufacture a great number of plates and to 
whom time is not an object in their proceedings, can adopt 
a peculiar form of battery. The battery should be large, 
and should be connected, not to one precipitating trough 
alone, but to a series arranged exactly as a compound bat- 
tery; thus, if twenty troughs were arranged and connected 
with the battery, they would obtain twenty pounds of copper 
for one pound of zinc dissolved. The solution of sulphate of 
copper in each cell should be rather more dilute, and be much 
more acid, than when a single trough is employed, and the 
positive copper-pFate and negative plate of each cell should 
be of the same size. The large battery, in this case, is not 
attended with more expense than a small one ; for to do any 
given amount of work, as much zinc would be dissolved in 
a battery made of a silver thimble, as in one exposing a sur- 
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face of Degative metal equal to the surface of the whole of 
Europe ! The rationale of this apparent paradox is expli- 
cable by the important law, that " In every cell the amount 
of chemical action is the same ;^ one battery will therefore, 
for every pound of zinc dissolved, precipitate one pound of 
copper in each precipitating trough, so that the number of 
precipitating troughs, arranged as a compound series, will 
give the number of pounds of copper thrown down for each 
pound of zinc dissolved. If we consult the equations given 
in a former part of this work, we shall find that it is of no use 
increasing our batteries above a certain size, and therefore 
we must take care to lessen the resistances in all our troughs. 
(260.) In this great commercial city it is useless to men- 
tion the excellence of the process, unless, at the same time, 
some idea be given of the expense attending its adoption. 
This, with a single battery and precipitating trough, will be, 
first, the intrinsic value of the copper, say one shiUing and two 
pence for each pound, plus an equivalent of amalgamated zinc 
one shilling, plus some zinc lost by local action, plus sulphuric 
acid, say fourpence, equal to two shillings and sixpence a 
pound for the bare cost of the materials. To this, labour, 
time, house rent, and profit are to be added, which will in- 
crease, at present, the price to one sovereign per pound of 
copper; though doubtless the expense will be diminished as 
the demand increases. For plain plates persons would hardly 
like to give this price, unless an engraver were about to exe- 
cute a very splendid subject, and then perhaps it would be 
fully worth his while to go to the extra expense, from the 
superiority of his material. 
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CHAPTER III. 

ON COPYING ENGRAVED COPPER-PLATES. 

Engraved copper-plates, 261. Design on the plates, 262. Various kinds of 
engraving, 263. Uses of engraved plates, 264. — For the potteries, 265. — 
For calico printers, 266. 

(261.) Engraved copper-plates are not more difficult to 
copy than plain ones. A plate possessing the most elaborate 
design, the most brilliant conception, the finest execution, the 
most delicate workmanship, in fact ever3i;hing calculated to 
render a plate valuable, can be copied with the same readiness, 
the same fidelity, the same ease, as the plate without any 
workmanship at all ; because the deposit of new metal takes 
place in such a way that an exact cast is made in both in- 
stances. 

(262.) The design of all engraved copper plates is in 
intaglio or depressed below the surface, and the problem is to 
obtain a duplicate in a similar state. To effect this, a reverse 
of the plate must first be taken in relief. This may be done 
in various ways. In the first place, a relievo may be obtained 
in copper, precisely in the same way as a duplicate plain 
plate. (249 — 257.) This is the most perfect process, and 
should always be adopted for very delicate designs. 

An impression of a plate may be made on perfectly clean 
lead, by placing the lead on a printing press with an iron bot- 
tom, and then placing the engraved plate upon the top of it. 
The two are then to be run through the press, exactly in the 
same way as an ordinary print is taken off. In this operation, 
if the lead be placed underneath, a very perfect impression 
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may be effected ; but the upper plate is sure to become bent, 
which is a disadvantage. If the copper plate is placed under- 
neath, that will receive no injury, but the lead will be curled in 
a similar manner. Now on considering these facts it occurred 
to me, that if a third plate above the other two were employed, 
there would be no curling, and upon the experiment being 
tried two or three times, my expectations were realized, for 
neither lead nor copper were curled to any amount. The 
mode in which I directed the experiments to be performed, 
was to place smooth lead at the bottom, then the copper plate 
upon this, and lastly a third metallic plate at the top, which 
became curled by the process. A great disadvantage, how- 
ever, in the use of lead for these purposes is, that the metal is 
liable to stretch unequally. 

A perfect mould may be taken from an engraved plate in 
white wax, but it requires some practice to copy a large plate. 
The white wax must be black-leaded, and then placed in the 
solution. Plaster of Paris may aUo be used to take a relievo 
impression, and the stereotypers are very excellent hands at 
using this substance ; but although I have made duplicate 
copper plates from plaster, I am afraid that it will scarcely be 
thought sufficiently perfect to be used for the electrotype, in 
all cases. The plaster must be very carefully filled by the 
methods I have elsewhere detailed, and atter the application 
of the black lead it may be placed in the solution. 

Having by any one of these methods taken a relievo im- 
pression, a reverse is again to be taken, in a manner similar to 
that pointed out for copying a plain plate. The film of air, 
which substances acquire by exposure to the atmosphere, must 
be obtained before the object is placed in the solution. (249 
—257.) 

(263.) The back of the reduced plate will be always more 
or less rough, which is to be filed smooth before a print is 
taken from it. Sometimes, when the plate is thin, a second 
plate of tin or iron is soldered into the back ; but the unequal 
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expansion of the metals, when heated, is liable to be attended 
with inconvenience. By the use of this artificial back, how- 
ever, we can employ the crystalline copper, which is so in- 
tensely hard, that in all probability the plate would last much 
longer. 

The front of the plate is liable to exhibit over its other- 
wise polished surface an appearance in copper, as if the 
slightest breath, or film, covered the surface. This has been 
technically termed '^ the curd,"*^ and is instantly remoted by 
the copper-plate maker by a few slight touches with his char- 
coal. To account for this curd will not require much thought 
when we mention, that if the operator simply place his finger 
on a polished plate the copper reduced upon it would have 
precisely similar marks; and I have seen it exhibit every 
line of the finger, and even the opening of each perspira- 
tory duct. 

(264s,) Those not much acquainted with engraving will 
perhaps be astonished at the various means which artists 
employ to execute an engraving. They may however be 
divided generally into three heads. The first contains those 
cases where the design is made by instruments of various 
kinds, as gravers, dry points, &c. In the second, the de- 
vice is obtained by acting partially on the plate by acids 
capable of dissolving it, or in fact by biting out the lines or 
figure of which the engraving is constituted. The third kind, 
where the surface of a plate is uniformly raised up by an in- 
strument, in such a way that it prints all over perfectly black, 
in which state it is ready for the engraver. By burnishing the 
plate all the asperities are rubbed ofi^, and that portion thus 
treated prints whiter : so that by regulating the degree of 
burnishing the difierent efiects of light and shade are pro- 
duced, which constitute the engraving. This is called mez- 
zotinto. It is far cheaper than the line engraving, and is 
now much in vogue. Each of these three classes of engraving 
has been copied by Mr. Palmer and others, with the utmost 
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fidelity, so that the application of the electrotype may be said 
to meet every case for which it is likely to be required. 

(265.) Engraved plates were not employed till the four- 
teenth century, but now their uses are manifold. To hand 
down to posterity, and to difiuse among the multitude,. copies 
of the choicest pictures and other works of art, are their 
most prominent applications. To perpetuate the resemblance, 
and to distribute the portraits of the great, the good, and the 
beloved, are other important uses. With these the public are 
most acquainted, but they do not constitute a tithe of the 
piirposes for which engraved plates are required. The great 
consumption now for these plates is at the potteries ; for almost 
every common dinner-service, or every piece of pottery, has 
its design given by a copper plate. The device is deeply cut 
in the copper, and then it is printed on a piece of thin paper ; 
but the impression is printed with a composition of arsenite of 
cobalt instead of the ordinary ink. The paper is then pressed 
upon the pottery plate before it is glazed, in order that the 
ink may adhere to it; after which the paper is carefully 
washed off. The pottery plate is next glazed, and is then 
ready for use. 

The most unmeaning devices are printed on the plates, and 
the willow and other similar patterns certainly exhibit no great 
beauty of design. Our common pottery-ware, however, is the 
envy of every foreign country, for nowhere but in Britain have 
they ever been able to make common earthenware with any 
degree of perfection. The electrotype promises to materially 
improve the patterns of our otherwise unrivalled pottery, for 
the expense of engraving valuable plates has been hitherto 
such, that on account of the small number of copies they will 
afterwards print their application has been necessarily pre- 
vented. Now if a plate cost originally a thousand guineas, an 
infinite number of duplicates could be taken &om it by the 
electrotype, and in this way the expense of every common 
dinner plate would be the same, whether the ordinary blue 
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and white service were used, or plates and dishes were embel- 
lished with copies of our finest works of art, the most ex- 
quisite scenes of nature, the most elaborate machinations of 
fency, or the most intricate specimens of execution. Before 
long I trust that the silly devices we have at present in use, 
will be changed for more elegant and highly-finished drawings. 

(266.) A second extensive application of copper plates, is 
to be found in the manufactories of the calico-printers. They 
employ copper plates for printing their calicoes. In these 
instances, the copper plate is first engraved, and bent round 
so as to form a cylindrical roller, and then the two edges are 
soldered. By contrivances the die is placed by other rollers 
into the hollow of the engraving, when the calico to be printed 
passes under the roller by the force which the roller itself 
exerts from the revolution imparted to it by a steam-engine. 
In this way twenty or thirty yards of calico can be printed 
in a few minutes. These copper plates might be either multi- 
plied before they are bent, or afterwards, upon the same prin- 
ciples that plain electrotype copper plates are made. There 
would be no great diflSiculty to make a perfect copper roller 
without any solder, should that be a desideratum to the manu- 
facturer. 

The unlimited multiplication of copper plates by electro- 
metallurgy, opens a question of curious interest ; for how- 
ever beauti^ the design of any work may be, however per- 
fect its execution, if it is always before our eyes it ceases to 
have a pleasing effect. Who ever saw a ploughman admiring 
the brilliant petals of a buttercup, and yet what work of art 
is equal to it ? In this case, however, the object is far more 
common than any work of art possibly could become, and, 
therefore, probably but little analogy exists between the two 
cases. Those print-sellers who allow but a limited number of 
any engraving to enter the market act foolishly ; for if the 
design is really excellent, it would be impossible to render it 
so common that every individual in the whole range of civi- 
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lized nations should cease to admire it. The more perfect 
the woil: the greater extension will it bear; th^efore, let 
those who engage in these arts seek rather to produce a per- 
fect work and an extended circulation^ than several imperfect 
engrayings with but limited circulation. Engrayers who are 
desirous of obtaining not only the necessary means for present 
subsistence, but also a laudable and permanent reputation, 
should cause a relievo of their work to be executed and depo- 
sited in some national collection, as with but moderate care 
such a cast would last from generation to generation. 



CHAPTER IV. 

ON THE MULTIPUGATION OF STEEL PLATES. 

Process for making a copper plate from a steel one, 267. Perkins' appara- 
tus, 268. Comparison between the two processes, 269. 

(267.) Stbel plates can only be copied in a peculiar man- 
ner. They must not be placed either in the sulphate, nitrate, 
or muriate of copper, as certain destruction would ensue. I 
have heard of steel plates being thus destroyed, and therefore 
I particularly dwell on the fact to prevent its repetition. The 
crystallized acetate of copper is not decomposed by steel, 
though after the galvanic current has been passing for some 
time free acid is left, which is apt to attack the steel. A 
steel plate, however, undergoes no change in an alkaline am- 
moniuret of copper, ammonio-sulphate, or ammonio-nitrate of 
copper. From these salts, therefore, the copper may be 
thrown down upon the steel, but I am afraid that no advan- 
tage can be taken of the fact, as the reduction of copper by 
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these means is attended with considerable difficulty. Under 
these circumstances, we must have recourse to other methods 
of making a relievo duplicate from a primary plate of steel. 
This may be done in either lead, wax, plaster, or any other 
substance on which we can obtain a perfect cast, and from 
this a copper plate can be again made in the same way. 

Besides these modes of making a relievo from a steel en- 
graved plate, I have yet another plan to propose, which is 
even far superior to any yet detailed, and which, on that 
account, must supersede every other mode. This process of 
multiplication, which is so excellent, consists in first making a 
reverse in silver, and lastly, a second reverse in copper, which 
is used at once for printing. To effect this object, the steel plate 
must be carefully cleaned from any adherent grease, and allow- 
ed to remain in a cold place twenty-four hours before using 
it. A strong solution of argento-cyanide of potassium must 
then be procured and placed in a stoneware or glass vessel. 
A piece of silver connected with the platinized silver of a bat- 
tery should be next placed in the solution, and the size 
should be about the same as that of the steel plate. The 
last operation is to immerse the steel plate itself, which 
must not be effected before it is connected with the zinc of 
the battery. The process should be continued till the silver 
is sufficiently thick for removal, which operation must be 
performed in the usual manner. There are, perhaps, no pro- 
cesses in the whole range of ' electro-metallurgy more easy 
than this ; for the silver may be obtained of excellent quality, 
and not the slightest adhesion will be found to exist between 
the original and duplicate ; even the absolute polish of a high^ 
ly-bumished surface will not suffer any injury from such a 
proceeding. 

It is hardly necessary to mention that this process is appli- 
cable to steel dies, punches, and every other kind of article, 
as no greater difficulty would ensue in conducting the ope- 
ration. 
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The only detriment to the formation of a silver relievo, is 
the expense of the metal, which in large plates would be con- 
siderable ; perhaps, in some cases, that might be diminished 
by giving a layer of copper ; otherwise we must be carefiil, 
as soon as we have formed a second reverse of copper, to 
re-melt our silver, and take especial care to suffer as little 
waste of metal as possible. ThjB process, except in the great 
value of the silver, is profitable from the equivalent of silver 
being high. 

(268.) Before I bring to a conclusion a description of the 
method by which duplicate copper plates can be obtained 
from primary plates either of steel or copper, I think it 
necessary to mention, that metallic plates may be multi- 
plied not only by voltaic, but also by mechanical means. 
This latter method has been in use for some years, and. was 
devised by that original mechanic, Mr. Perkins, who ob- 
tained a patent for his invention. The apparatus he em- 
ployed may be described generally in a few words : he first 
engrave^ on soft steel plates, and then hardens them. From 
the intaglio impression of the device he obtains a relievo 
impression on a circular roller of soft steel, by employing an 
immense pressure on the roller as it revolves. The circular 
roller which has the drawing in relievo is then hardened, when 
any given number of printing plates can be made &om it, in 
a very short space of time, by placing a plain plate under the 
roller, and causing the roller to revolve whilst under an im- 
mense pressure* 

Some difficulty arises in performing the operation, for if it 
is continued too long, the fine work is injured ; if too short a 
time, the deep portions are not sufficiently indented. 

(269.) The duplicates by Mr. Perkins** process are never 
such perfect copies of the original but that engravers can 
tell one from the other, on account of an apparent imperfec- 
tion in the plate, which requires the plate to be touched up. 
It is needless to add, that this immediately destroys absolute 
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identity* The duplicate obtained by electricity is perfectly 
identical with the original plate, and no engraver can tell the 
original when both are placed before him* However, there 
is one circumstance which is very singular, namely, that the 
duplicate or second plate gives a more beautiful impression 
than the original. This variation does not arise from any 
difference of tint, for this depends more on the printer than 
the plate, and is technically termed the pull. In fact, a cop- 
per-plate printer can print the same plate of several degrees of 
shade, depending upon the quantity of ink which he leaves in 
the work. The beauty of the duplicate over the original, 
perhaps, is to be attributed to the superior quality of the cop- 
per, which gives a better tone to the impression, for certain it 
is that every electrotype is slightly superior to the original 

plate. 

Some years ago an attempt was made to print from stereo- 
type copies of engraved plates. A plaster cast was made 
from the original, when a stereotype copy was formed in the 
usual manner ; but the process failed not from a want of ac- 
curacy in the duplicate, but from the circumstance that the 
alloy of lead was found not to print clear like the copper or 
steel originals. 



CHAPTER V. 

ON THE MULTIPLICATION OF WOOD-CUTS. 

Design on wood-cuts, 270. Process, 271. Conclusion, 272. 

(270.) Civilized nations ought to regard the first appli- 
cation of wood-cuts with peculiar veneration, as they seem 
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to have saggested the idea of printing. At the present time, 
however, wood-cuts demand especial notice, on account of 
the beauty of their execution ; for thej have now been 
brought to such perfection, that in minuteness and sharpness 
of drawing, I have seen specimens which &irly rival steel 
engravings. They might appear not often to require multi- 
plication, because it is almost impossible to wear them out ; 
10,000, 20,000, 50,000, nay, even 100,000 impressions, have 
been taken from one wood block. Still, however, a duplicate in 
copper is frequently required for various purposes. Wood-cuts 
are somewhat the reverse of copper-plates ; for in the latter, 
the print is obtained from the ink left in the hollows of the 
plate, but in the former the design is the most elevated part, 
and the impression is printed from the ridges. 

(271.) Surface printing seems to have been very little em- 
ployed till the fifteenth century, at the conclusion of which, 
it reached a high style of perfection, the cuts of Albert Durer, 
as well as those of his contemporaries, being much esteemed 
for the beauty of their design and execution. After that 
period the art began, strange to say, again gradually to de- 
cline, and was nearly lost, when the genius of Bewick, at the 
conclusion of the eighteenth century, gave a fresh stimulus 
to this important branch of art, and from that period it rose 
to its present unrivalled excellence. The superiority of surface 
over other kinds of printing depends upon the facility with 
which the former operation of printing is performed, and the 
comparative indestructibility of the design. 

For the multiplication of wood cuts and other analogous 
designs for printing surface blocks. Electro-metallurgy is use- 
ful in a variety of ways. Cuts that are used for a variety 
of purposes, as the arms of the sovereign, where many per- 
sons design a separate block to print, the type-founder usually 
has the design cut in wood. This is coated at the back and 
edges with wax or grease, black-leaded, and immersed in the 
solution of copper in the usual way, so that an intaglio cq>per 
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moald is produced. This mould may be used to make copper 
reverses, whieli are at once ready for the printer; or it may 
be used as a die to form cliche casts. The adjoining wood- 
cut of the arms of his Boyal 
Highness the Prince Albert pro- 
bably cost^ in the first instance, 
about two guineas, but the 
clich^e (which was given to 
me by Messrs. Thorogood and 
Beeley) wdnld not be sold for more than a few shillings. 
The time that such a clich^e would last is very great, for 
since it has been in my possession nearly 10,000 impres- 
sions have been printed from it without its being in the 
slightest degree impaired. 

In many instances, especially from moderate sized wood- 
cuts, a cliche reverse is at once taken from the cut. At pre- 
sent there are few in England that are trusted with the per- 
formance of this operation, and I believe that only Branston 
practises it as a profes^on. From the annexed cut, designed 



by the younger Landseer, a lad twelve years of age, whose 
rising genius will doubtless some day place him at the top 
of his profession, a clich^e mould was first taken, and then, 
from the cliche, an electrotype dupUcate, which, as in every 
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case where an electrotype is wanted for surface-printing, 
required the back to be coated with solder, or fastened to 
a block of wood to render it thick enough for fixing with the 
other type. The above cut I am enabled to give through the 
kindness of Mr. Longman, the clich^e was executed by Bran- 
ston, and the electrotype by De la Rue. Valuable wood-cuts, 
however, are but seldom permitted to have cliches taken 
from them, for fear any mischance or injury should ensue to 
the original. In these cases, a reverse of the original is formed 
in plaster, white wax, &c.: the former, however, being much 
to be preferred. An illustration of this mode of proceeding is 
given at the commencement of this volume. In this cut a suf- 
ficient thickness is given by a layer of metal at the back. My 
readers are altogether indebted for that beautiM illustration 
to the kindness and extreme liberality of Mr. De la Hue. The 
design was originally engraved for the back of playing-cards, 
and it is an interesting fact that in early times this was one of 
the first purposes for which woodcuts were ever employed. 
The first packs printed with this device were graciously ac- 
cepted by Her Majesty and the Prince Albert. In this in- 
stance the original die has not been used, and will last for an 
unlimited time, as it is only the electrotype copies that have 
been employed for printing. 

The multiplication of wood-cuts has been far more exten- 
sively carried on by Messrs. De la Rue, than any other firm. 
Their manufactory is reckoned by those most competent to 
form an opinion, one of the most complete specimens of the 
union of art and science in mechanics, physics, and chemistry, 
that this metropolis, or, perhaps even the entire world, can 
boast. The electrotype department occupies but a trifling 
nook in their vast establishment, and is used for the multi- 
plication of the surfaces they employ for printing. Engaged 
extensively in the printing of every kind of ornamental and 
fancy stationery, they have a vast number of designs they 
find convenient to multiply by the electrotype, and perhaps at 
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their establiahment the value of electro-metallurgy in the de- 
partment of surface-printing is better seen than at any other 
manufactory. 

Electrotypes for surface-printing are found to be even pre- 
ferable to the wood itself, as not only is the copper fer more 
durable than the wood, but even the cupreous surface is 
found to print more beautifully. 

Electro-metallurgy promises to lend an important aid for 
printing surfaces generally, as an unlimited production will 
allow of the use of illuminated letters similar to those which 
graced the works of former years. There is but one obstacle 
to a great improvement in this department of the arts by 
electro-metallurgy, and that is the insecurity which the 
founder experiences in the absolute right to his productions ; 
for if he incurs a great expense and executes a splendid de- 
sign, as soon as he sells a duplicate he is liable to have the 
design pirated, when perhaps his original outlay will not be 
sufficiently covered. As soon, however, as more stringent 
laws are made to protect particular designs, every printed 
book will doubtless show the benefit of electro-metallurgy. 

One of the most beautiM series of specimens of printing 
from electrotypes is to be found in an illustrated edition of 
" Thomson's Seasons," all the woodcuts of which were care- 
fully preserved, and the actual printing performed from 
electrotype copies. 

In no application of electro-metallurgy is the value of the 
science more conspicuously shown than in a mode of producing 
surfaces for printing lately patented and called by the paten- 
tee Glyphography. This branch of art was invented by 
Mr. E. Palmer of Newgate Street, and forms an important 
feature in the general illustration of printed works, and on 
that account demands particular consideration. The term 
Glyphography has been given by Palmer to this invention 
to signify that the original drawing itself is at once en- 
graved, requiring no copying, and in fact scarcely any in- 
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straments, except those with which the artist makes his 
design. The mode in whicH so extraordinary aii end is 
accomplished, appears ridiculously simple when it is detailed. 
The most essential part of the process is to make all the 
surfaces for printing as flat as possible, and for this purpose 
a plate of copper as used for engraving is first procured. 
This is blackened with the sulphuret of potassium in order that 
the draftsman may be enabled to judge of the effect which his 
drawing would produce, as he proceeds with his work. This 
blackened plate is warmed, and then coated with a compound 
of burgundy pitch, white wax, resin, spermaceti, and sulphate 
of lead, previously fused together. This composition, which 
is nearly white, must be utiiformly spread over the plate, and 
the thickness should be about the one-thirtieth of an inch. 
The plate is now ready for the artist, who cuts through the 
white composition completely down to the blackened copper, 
and in fact with the exception of that precaution makes his 
drawing in the usual manner. In the selection of tools the 
artist should be guided by the manner in which they can com- 
pletely and clearly cut out the composition ; for it is import- 
ant to make a clear indentation and not to turn aside the 
coating and leave a burr. A simple hook fixed in a wooden 
handle, a hook filed away on one side which most effectually 
cuts away the composition, or a piece of wood tapering to a 
fine point, are the forms particularly recommended by Palmer. 
The former instrument is best adapted for very fine lines, the 
second for larger lines, and the last for foliage and other free 
drawings and designs. 

When the artist has finished his drawing, the parts of the 
composition which are removed leave black lines, which have 
precisely the same relation to the white ground ad the black 
lines in the subsequent print have to the white paper ; so that 
a most important feature in Palmer'^s operations is the exact 
similarity between the design and the print. 

The plate upon which the design is drawn in the manner 
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already sufficiently detailed is then sent back to the patentee 
to be treated differently, according as the artist desires an 
electro-glyphographic cast, or a stereo-glyphographic cast 
from which to print. If an electro-glyphographic cast is 
desired, and this is always to be preferred for very delicate 
and highly-finished drawings, the high lights are built up 
with any non-conducting substance, in order that they may 
not print. Where, however, the work is much thicker this 
process is not required, as the interval between the lines 
not being so great the depression between the lines need 
not be so fleep. The plate is then placed in the metallic 
solution and an electro-cast is taken in the same way as in 
duplicate copper-plates, &c. As soon as this is finished, the 
back is soldered and mounted upon a block of wood or to a 
piece of metal. The block is at once ready for printing, and 
with the modem improved system of overlaying now adopted 
by wood-cut printers, the print is an exact copy of the original 
drawing. If the artist desires a stereo-glyphographic cast. 
Palmer takes a cast of the artists drawing in plaster, when he 
cuts out the parts corresponding to the high lights, a procedure 
which has the same effect as building up the lights for an 
electro-glyphographic cast. In this plaster-cast any little 
white lines may be inserted, which were not cut in the first 
design. This cast is then oiled, and a second taken from it, 
which second is sent to the stereotyper'^s to have a stereotype 
impression made. This is then ready for the printer in the 
same way as the electro-glyphographic cast. 

For the adjoining view of Highgate church which is a spe- 
cimen of this new branch of art, my readers are indebted to 
the kindness of Mr. Palmer, and though but an early specimen 
of this important invention there is but little doubt that the 
effect and delicacy of touch there displayed, points out the 
high perfection that it will ultimately attain. Cross-hatching 
in fiiture can doubtless be executed with all the beauty of line 
engravings, and yet with all the facility of common drawings. 
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In cases where atereo-glyphojprapliic casts are required, tliey 
can be delivered to the printer within ibrty-eij^ht hours of the 
drawing being sent to the patentee, thns doubtless it will form 
a very important addition to typogr^hical resources. 



The expense of glyphography being the same for the com- 
monest and finest productions, the value of the art in a 
pecuniary part of view is most apparent when the design is 
elaborate, and for very common cuts the present mode ib 
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to be preferred, for it appears that the expense of such cuts 
would be less than the new mode ; but it is said that map- 
engraving will be so readily executed in this way as to allow 
the introduction of surface maps whenever they may be required. 
The expense hitherto of executing surface-printing maps is so 
great as to prohibit their introduction, and the inconvenience 
of introducing copper-plate engravings into the text is so 
great as to limit their use. 

Such are the principal features of Palmer's Glyphography, 
and when thoroughly brought to perfection, there is but little 
doubt that its good effects will be felt by every person who 
either reads or writes, or even looks at pictorial representations. 

We have yet another branch of art to describe, which is 
an invention called the electro-tint, which may be described 
in a very few words. A plain copper-plate is procured, upon 
which the artist makes a painting with some substance inso- 
luble in the solution of sulphate of copper. The plate is 
placed in the solution and a reverse made, which is at once 
ready for the printer. 

A great many specimens of the electro-tint, prepared by 
Palmer, who has a patent for the process, have been published 
at different times, and of various degrees of excellence, but the 
best that I have seen is a small portrait of Lance, by himself. 
There is som^hing very pleasing in this print, and it shows at 
what perfection the art might eventually arrive. Sometimes 
the electro-tint cast is used to print from the hollows, at 
others from the elevations : thus, in one case it forms a kind 
of engraving, at another a surface similar to that of a wood- 
cut. 

(272.) The different cases in which electro-metallurgy is 
serviceable for the various departments of printing have been 
now described, and it appears to me that the general name of 
electrotype ought to be restricted to these cases ; for, although 
the propriety of the term when thus employed cannot be 
doubted, yet an extension of its use for dissimilar purposes is 
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certainly inaccnrate. The electrotype, therefore, I consider 
as one of the subordinate branches of the general science of 
electro-metallurgy; though, doubtless, as the importance of 
the art of electrotypes for our manufactures is extremely 
great, so also its interest is increased from its being the first 
department in which the electric fluid has ever been used ex- 
tensively to further the manu&ctures of the country. 



CHAPTEE VI. 

ON MULTIPLICATION OF THE DAGUERREOTYPE. 

Value of the electro-metallurgy for the Daguerreotype, 273. — ^Process for 

obtainingthe duplicate, 274. 

{273.) Papers and periodicals from time to time have 
contained accounts of the multiplication, in copper, of these 
splendid works. The success, however, which has attended 
these operations, I am a&aid has not been so great as has 
been reported. From my own knowledge, I have but little 
to narrate upon the subject, and this has been confined to the 
observation of two plates multiplied in this manner. The 
image on the copper duplicate of one was moderately distinct ; 
but it did not become visible till it had been exposed to the 
sun^s rays. In this case, there was nothing left on the origi- 
nal plate, nor was anything visible in either till exposed to 
the light. On the original, however, the image never re- 
turned ; but the plate was uninjured, and therefore might be 
employed again. The second plate was a duplicate in cop- 



DAGUERREOTYPE. 285 

per from a plate of Dover Castle, executed by Dr. Simon, 
of that town, who also informed me that the image did not 
appear for some time. His view on this plate is more faint 
than that in the first plate, which is further increased by the 
reflection of the copper being nearly the same at the places 
where the image is, as where there is no device. There is, 
also, the peculiar appearance on the plate which is technically 
called " the curd.'^ Dr. Simon informs me, that the impression 
will bear rubbing when it is apparent, but that the copper 
deposited upon a great number of plates had not the faintest 
trace of any view upon it. In one of these cases, the image 
was transferred from one plate to another rather than multi- 
plied, because there was no increase of images, the image 
on the silver being only removed to the reduced copper, leav- 
ing the original plate quite plain and polished. In the other 
original plate, however, a faint image was left. 

Electro-metallurgy seems to be usefiil for the Daguerre- 
otype in other ways besides the multiplication of the image, 
as sometimes a thin layer of gold is deposited, which fixes 
permanently the image, and gives it a peculiar tint. Per* 
haps, it might be a good plan to platinize or iridiize the 
plate, as the impression might then appear black and white. 

(274.) The process for the multiplication of the Daguerr^ 
otype is similar in all respects to that detailed for the multi- 
plication of plain plates. Dr. Simon used the single-cell 
apparatus ; but I believe that the battery will be found the 
best adapted. The film of air so often noticed must not be 
forgotten for the Daguerreotype. 

It is necessary here to call the attention of my reader to the 
fact that ncftwithstanding Monsieur Daguerr^ was liberally 
rewarded for his invention in his own country, and France 
proudly vaunted her liberality in giving his discovery to other 
nations, yet a patent is taken out in England, which ren- 
ders it illegal to apply it without the especial licence of the 
patentee ! 

2p 



286 



BOOK THE SIXTH. 



ON GALVANIC ETCHING. 



Action on the positive pole, 275. Etching by nitric acid, 276. Faults 
in the biting, 277. Galvanic etching, 278* Accelerating circumstances, 
279. Advantages of galvanic etching, 280. Gradations of tint, 281. 
General Remarks, 282. 

(275.) All our previous operations have been conducted at 
the negative pole of the battery ; but at the positive pole cer- 
tain effects take place which may be taken advantage of in 
the arts. Let us call to mind the fact, that gold, silver, and 
all metals with a greater affinity for oxygen, are dissolved 
when made the positive pole of a cell charged with a solution 
of the same metal. Now the relative distance which is main- 
tained between the positive and negative poles affects the 
degree of solution which takes place. This property may be 
easily shown by attaching a wire by one of its ends to the 
silver of the battery, and placing the other in a solution of 
sulphate of copper in the bottom of which a piece of copper 
connected with the zinc of the battery is immersed. After a 
short time, the wire will begin visibly to be dissolved, and the 
part nearest the negative metal will be affected ; this will go 
on till the wire is dissolved, in such a manner that the part 
nearest the negative metal will diminish to the sharpest point, 
and the different amount of action will produce a perfect taper. 

(276.) Although this property is of no value in its applica- 
tion, yet I have introduced it to show the facility with which 
the copper in every place is dissolved exactly in proportion to 
the electricity passing : and this is likely to be extremely 
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valuable for engravers in their etchings. The term etching, 
is given to those engravings where the lines are not cut by 
any instrument, but are dissolved out by an acid. In order 
to make an etching, a copper plate is first to be prepared by 
covering it with a substance which protects it from the action 
of the acid in which it has to be immersed. The substance 
used for this purpose is composed of asphalte and wax in 
equal proportions, combined with a fourth part of both black 
pitch and burgundy pitch. This mixture is placed in a piece 
of silk, and rubbed over the copper plate, which is kept at a 
moderate heat, by holding it over a lamp or chafing-dish. 
This operation is technically called laying a ground ; this at 
first is colourless, but it is afterwards blackened by holding it 
over the flame of a candle, and depressing it till a copious 
supply of smoke covers the surface. 

The engraver, with an instrument like a needle, called an 
etching point, executes his drawing, and in so doing removes 
the ground, and exposes a clean surface of metallic copper. 
The plate is then placed in a dish, and dilute nitric acid 
poured upon it, till the copper is dissolved out from the 
exposed lines to a sufficient depth. The plate is not allowed 
to remain in the acid a sufficient length of time to bite deeply, 
as this would cause the engraving to be of one degree of 
blackness ; but after it has been in the acid a short time, those 
parts which are required to be of a light shade are stopped 
out, that is, they are covered with brunswick black, or a 
coat of varnish capable of resisting the action of the acid ; 
the plate is then re-placed in the dilute acid, after a 
time it is again removed, and a farther portion is stopped 
out; and these operations are repeated as many times as 
there are differences of shade required in the engraving. The 
degree of perfection that the professed engraver obtains by 
practice is truly e:?:traordinary, considering the uncertainty 
which must attend the operation ; for the action of nitric 
acid is not subject to any regular laws, and moreover is never 
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alike over all parts of the same plate. This is owing to the 
copper plate itself being never pure ; but always containing 
tin, dispersed here and there throughout its texture, which 
resists the action of the acid. After a splendid plate is bitten 
in, some portions are sometimes left which cannot be acted 
upon by the nitric acid, but absolutely require the graver to 
bring up the fine lines. 

(277.) No engraver that I have conversed with, can explain 
the cause of these faults in their work, but to the chemist 
they are perfectly intelligible ; the nitric acid attacks the 
copper, forming a soluble nitrate of that metal which is dis- 
solved in the fluid ; but the action of nitric acid on tin is 
altogether different, for it converts the metal into a peroxide, 
which, being insoluble, protects the copper from the acid. 
The engravers have always noticed this white powder, (the 
peroxide of tin,). so fatal to the success of their operations. 

(278.) Etching by galvanism is a far more certain operar 
tion than the foregoing, because it can be reduced to known 
principles. In this case, the plate to be bitten in has the 
device first drawn upon the same ground that is used in the 
ordinary process; the back and edges of the plate are then 
coated with wax, and it is to be connected by means of a 
wire with the silver plate of one or two of my batteries. 

The size of the negative pole of copper, I stated in my 
former edition, should be as large as the positive or etching 
plate, but subsequent experiments have proved that to bite 
with greater regularity and sharpness, the relative size of the 
two plates should be as dissimilar as possible ; for that purpose, 
a fine wire should be preferred, and when an equal depth 
is required, should be equidistant from every part of the 
plate. 

The piece of copper to form the negative pole should then be 
connected to the zinc, when both the copper plate and the piece 
of copper are to be placed in a solution of sulphate of copper. 
Immediately copper will be reduced from the solution on the 
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negative plate, and copper from the etching plate will be dis- 
solved to keep up the strength of the solution. 

Whatever is favourable to the increase of electricity, causes 
the copper to be more quickly acted upon, and whatever 
diminishes the galvanic current, retards the solution of the 
metal ; the nearer the etching plate forming the positive 
pole, and the piece of copper forming the negative are 
approximated, the more rapid will be the action. In the 
same way, the intensity of the battery also affects the rate at 
which the plate is bitten in. The negative plate of copper, 
however, should not exceed in size the copper-plate on which 
the etching is executed, or else there is a risk of some of the 
lines being more deeply bitten in ; and in like manner, if any 
considerable part of the plate has a great deficiency of lines 
compared with other parts, that part must be stopped out 
rather before the other, to ensure a uniformity of depth, or 
else the negative copper opposite this part must be bent in 
such a way as to increase the distance. « 

(279.) The advantages of galvanism for etching, are, the 
absence of poisonous nitrous fumes, which are evolved in the 
ordinary process; the greater uniformity of action which 
takes place than when acids are used, and the rapidity of bit* 
ing which may be regulated to the greatest nicety. The lines 
may be made of any depth, and are sharper and cleaner than 
when acid is used ; and lastly, no bubbles are evolved, which 
the engraver well knows are apt to tear up the ground, or to 
cause unequal action. 

(280.) The exact quantity of copper dissolved from the 
plate, can be ascertained by weighing the metal reduced on 
the sheet of copper which forms the negative pole, or by mea- 
suring the quantity of hydrogen evolved from the silver plate 
of one of the platinized silver batteries ; for thirty-two grains 
of copper will be dissolved for every forty-eight cubic inches 
of gas evolved. 
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Etching by galyanism can be executed with any desired 
degree of rapidity, according to the series of batteries to 
which the plate is connected ; but I believe that the practical 
man will find that the action should neither be too slow nor 
too quick, and perhaps two or three batteries, arranged as a 
series, will be found best adapted, though a single cell would 
suffice. 

(281.) Galvanism would be valuable to the engraver for 
executing gradations of shade, such as, for instance, the effect 
of a strong light illuminating a whole room. The most simple 
manner in which this can be shown, is to take a copper plate 
and draw a number of lines on the ground with a ruling- 
machine. The plate, after having its back arid edges coated 
with any non-conducting substance, should be then connected 
with the silver of the battery, and copper wire. These two 
should be then arranged in the solution of sulphate of cop- 
per, that at one end they nearly touch, while at the other they 
^.re widely apart. By this position, the greatest quantity of 
electricity would pass at that part of the plate where it is 
nearly in contact with the negative pole, whilst the least 
would pass at the opposite extremity. The action on the 
etched plate being exactly in proportion to the quantity of 
electricity passing, is unequal over the whole length of the 
plate, being greater where the metals are nearest, and gra- 
dually diminishing to the other end. This is the most 
perfect mode by which it is possible to obtain a grada- 
tion of shade. Many variations in the arrangements might 
be made by using, as a negative plate, a wire or a rod of cop- 
per, placed over the centre of a prepared plate ; for then a per- 
fect gradation would be obtained, extending in all directions 
from the dark centre. In the same way, two or more ra- 
diating shades may be obtained, by using two or more nega- 
tive wires. An insensible gradation might be made from the 
darkest shade at the external edge of the plate, to the lightest 
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point at its centre, by cutting out a hole in the negative piece 
of copper, opposite to the part where the transition into hght 
is required. 

(282.) The professed engraver who once practically masters 
the galvanic method of etching by the theoretical principles 
which I have here detailed, is sure to obtain great results. 
He could execute with ease the most extraordinary transi- 
tion of light into darkness with fidelity, and with the utmost 
certainty. However, I trust that the value of electric etching 
will not be confined to the artist ; for, by removing the dis- 
agreeable consequences attending the use of nitric acid in the 
present mode of etching, more persons may be induced to enter 
into it, and, by this means, numbers studying the sciences will 
be enabled to execute an etching of those objects which are 
curious and rare, to send to their brethren who are studying 
the same subject. Those travelling in foreign countries, or in 
picturesque situations, might transmit to their distant friends 
an idea of the sublimity and grandeur of the scenery which 
they are enjoying, or of the appearance of the towns and 
villages through which they are passing. In fact there is not 
a person who might not be benefited by receiving etchings 
from others, and who might not, in return, circulate engravings 
of those objects which he may see. Pictorial representations 
are avowedly better than any verbal descriptions, so that there 
is ample scope for any one to exercise his talents useAiUy ; and 
certainly many cannot be aware that etchings are not more 
difficult to execute than common pencil drawings. The pro- 
cess is as suitable for ladies to practise in their drawing-rooms, 
as are any of their usual amusements ; the operation being 
attended with as little trouble. It is necessary at first to have 
the plate prepared, or have a ground laid, (which might be 
done by a workman,) and at the conclusion of the drawing it 
has to be bitten in. The objection to this, hitherto, has been 
the disagreeable properties of the acid, as it is likely to spoil 
clothes or injure furniture; but now that these objections 
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are removed, I trust that numbers will enter into this amus- 
ing and useful branch of art. 

Mr. Grove has lately extended this process for galvanic 
etching, to the etching of Daguerreotype plates. He ar- 
ranges the silver plate as the positive pole in a trough, by 
connecting it to the negative plate of a battery. He employs 
the silver plate about the same size as the Daguerreotype ; 
but, I believe, he would find that he would be able to bite 
much deeper by following the improvements in galvanic 
etching described in a former part of this chapter. It is 
stated that these etchings when printed showed extraordinary 
minuteness of detail. 



CONCLUSION. 

I have now detailed briefly, but I trust usefully, the pro- 
perties of bodies which are called galvanic, and the effects 
which galvanic batteries produce, as far as relates to the in- 
teresting subject of electro-metallurgy. Our science, even in 
itself, is essentially dependent upon galvanism, and the pre- 
cipitating apparatus employed is nothing but a battery cell. 
With regard to the laws regulating the metallic deposit and 
the metals capable of being deposited by the voltaic current ; 
these are derived from my own observations. The importance 
of these laws to the operator, will be to enable him to proceed 
with certainty. The reason which has induced me to devote 
so much labour and thought to these laws, has arisen from a 
conviction that the electrotype must have been abandoned un- 
less the operator could proceed upon certain fixed principles. 
The extension of the few isolated facts formerly known, and 
their enlargement into a general science will, I trust, be found 
useful to those engaged in prosecuting these operations. 
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The influence which this new science will have on the arts, 
manufactures, and commerce, of our great country, it is 
scarcely possible to foresee. The extended use of galvanism 
for manufactures requires the utmost encouragement, and the 
improvements must not be shackled by j>atents, if we desire 
the scheme to succeed ; for the ingenuity and the talent of the 
whole country is required to place it iipon a firm footing. 

The multiplication of copper-plates will cause a far greater 
demand for them than has ever existed heretofore, and the 
engraver need be under no apprehension ; for not only will his 
talents be more required, but he will be called upon to execute 
more splendid specimens of art ; for as these can be multiplied 
ad injimtttm, a large circulation will render it worth while for 
any publisher to pay a very high price for an original which 
he conceives will meet with great public approbation. The 
publisher, in the same way, could lessen the price of engravings 
from our finest works of art, so as to bring them within the 
means of every person; and there is no doubt that he who 
first engages in a business upon the above liberal and well-* 
known principles, will realize for himself a large fortune, and 
contribute greatly to the benefit of society. 

For our potteries, the multiplication of plates assumes a 
higher importance even than the last-described valuable ap-* 
plications ; for it enables the manu&cturer to improve the 
designs upon our otherwise perfect earthenware, and then all 
countries will indeed be jealous of what they are already other- 
wise^ inclined to look upon with envy. 

Our calico-printers will also now be enabled to use &r more 
costly plates than they have hitherto employed. 

There are many other applications of this science besides 
those which I have already detailed ; such as the capability of 
adding copper to copper, and other similar purposes, which 
cannot be effected by any other process. Another important 
application of galvanism is, the means which it is likely to 
afford of separating one metal from another, or from its ore. 

2 Q 



294 ELECTRO'METALLURGY USED FOR BAD PUBP0SE9. 

This subject is so vast, that had I entered upon it, another 
twelvemonths would have elapsed before this work could have 
been printed. It appeared to me better not to incur this 
delay, especially as I hoped that the public would be benefited 
by receiving at once j;he laws and principles which have been 
detailed. 

A great variety of the applications of electro-metallurgy 
may appear to many to be trifling, as they contribute only to 
embellish the drawing-room and gratify the eye ; but let them 
remember, that if private persons engage in the manu&cture 
of these little trifles, it will lead to a knowledge, and a prac- 
tical knowledge, too, of the eflects of one of the most import- 
ant and universal agents operating in nature. If manu&c- 
turers engage in it, it will lead to a more general use of the 
galvanic battery, which doubtless will eventually hold an im- 
portant place in our manu&ctures. 

It is true that electro-metallurgy oflers many opportunities 
for fraudulent proceedings, as by it the forger can copy, with 
ease and unfailing accuracy, any embossed surfaces or stamps, 
and therefore no embossed work whatever should be used 
where there is likely to be any inducement for copying. By 
it seals may be forged, and an impression may be taken off a 
copper plate if it only remain in the possession of the party 
for a few seconds ; besides, our new science gives the false 
coiner many opportunities to Airther his fraudulent practices. 
These things are particularly pointed out to put people on 
their guard against the designs of bad men. 

Science, however, must not stop because some of its applica- 
tions are liable to be turned to bad account by the evil-de- 
signed ; and we must recollect that those things which can be 
forged by the electro-metallurgist, can also Be forged by 
other processes before known. It was a favourite maxim of 
our great countryman, Wollaston, that " whatever man can 
execute man can also copy,'' and therefore the very idea of any 
device being inimitable is absurd. 
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Of the value of electro-metallurgy to the arts and manu- 
factures, even in the present state of the science, there can be 
no doubt. It is not now a question of probability whether 
this science is practically applicable or not, for we have de- 
tailed fully what has been done by its agency; we have 
given full descriptions of all the various processes for obtaining 
with certainty many results ; and finally, we have arranged 
all the facts into a tangible and systematic form, and, by laying 
down laws by which all its operations are governed, reduced 
the whole into a vast comprehensive science. 

It may be, indeed, a matter of conjecture, to what extent 
this science may be ultimately carried out, or to what other 
purposes it may be applied in years to come ; but were it 
never to be applied otherwise than it has already been ; were 
it to stop for ever at the point to which we have now brought 
it, no one can deny that it is a most valuable acquisition ; in 
short, we may safely assert, that no other single discovery 
ever presented capabilities at once so many, so various, so in- 
teresting, or so valuable. 

This science depends for its very existence on electricity ; 
and among the indirect benefits which it may surely be hoped 
will arise from it, we may mention the study of electricity 
generally : of which gigantic power so little is known, and 
which plays so important a part throughout nature ; for though 
all of us recognize its operation in the thunder-storm, and view 
with terror and amazement the devastating violence with 
which, at such times, it makes known its power ; yet, at pre- 
sent, how little do we know of the effects which it is at all times 
producing around us by its silent and continued operaticm. 

The science of electricity is perhaps one of the most sub- 
lime examples of the might of human intellect, for by its 
agency man has made obedient to his will a power capable 
of producing such vast and terrible effects. " Ifil mortalibm 
arduum est,'''* says Horace, when speaking of Prometheus, who 
was fabled to have stolen fire &om heaven; and modern 
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science has proved again and again the tmth of the assertion, 
though little conld he have thought, when writing the passage, 
how nearly the fable of Prometheus would in after ages be- 
come yerified. 

To the . young chemist, we would particularly recommend 
the study of this science, and should he be tempted to turn 
his attention to it in a systematic manner, he will be amply 
rewarded for his trouble. The results of his experiments are 
lasting, and will be contemplated by him in after years with 
pleasure ; whereas chemistry, being too often used as a source 
of amusement, brings forth very different results. The ex- 
periments tend to nothing, and end in nothing, beyond the 
present gratification ; they illustrate facts which haye been 
illustrated exactly in the same way a thousand times before, 
and are usually selected to be gone oyer and oyer again, purely 
because they possess some incidental character which is cal- 
culated greatly to astonish the uninitiated spectator, though 
not to enhance the scientific acquirements of the operator. 
By such a course of proceeding (for imdoubtedly such it very 
conmionly is) nothing is done, either directly by the opera- 
tion, or by increasing the knowledge of the operator, and 
there remains nothing to show for the labour and money ex- 
pended, except perhaps, the trouble of clearing away the re- 
mains, or, what is not so easily accomplished, the rectifying 
of the mischief done to ftimiture generally. We have no 
hesitation in saying, that electro-metallurgy will afford as 
much or more gratification as an intellectual pursuit, and infi- 
nitely greater satisfaction in its results. 

In conclusion, we cannot too often impress upon our rea- 
ders the advantage of making themselves thoroughly conver- 
sant with the principles upon which the operations of electro- 
metallurgy depend, and the laws by which these operations 
are in all cases governed. By hurrying at once into the per- 
formance of the various processes without thus qualifying 
themselves, what can be expected but failure and its conse* 
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quences, disappointment and mortification i Proceeding in 
ignorance of the rationale of the process, untoward circum- 
stances are for ever marring the designs of the operator ; 
experiment follows experiment, and failure follows failure ; ma- 
terials are expended in vain, and, after the loss of much time^ 
the student (if such he can be called) becomes tired of a science 
which has yielded him so little satisfaction, and throws it aside 
in disgust, perhaps attributing its uncertainty to that which is 
the pure and absolute result of his own idleness and consequent 
ignorance. But if the student proceed in an orderly and philo- 
sophic manner, making himself first acquainted with the 
nature and modm operandi of the materials with which he is 
about to work, he cannot by any possibility fail in his results. 
With such preparation no casualty can occur which cannot 
be readily referred to its true source, and consequently as rea- 
dily remedied. Those who are comparatively unacquainted 
with electricity and galvanic apparatus may meet with some lit- 
tle trouble in entering upon the science of electro-metallurgy ; 
but commencing upon a right method, their first trouble will 
be their last ; and let them always bear in mind, that without 
trouble no great good was ever accomplished. - 

There are purposes besides electro-metallurjgy for which 
the galvanic force is applicable to the wants of ioiankind, and 
of the most conspicuous of these is the mode of blasting in 
mines and under water now adopted. This beautiful idea was 
first put in practice by Lieut.-Gen. Pasley, who I believe was 
the first who adopted the system of blowing up vessels under 
water in this country. Whilst engaged in operations on the 
river Thames, he was written to by Mr. Palmer, who recom- 
mended him to employ the galvanic battery instead of the long 
ftise then in use. After having been shown in what manner 
the Voltaic battery was applicable to his wants, he instantly 
adopted it, and has since turned it to such account in the re- 
moval of the wreck of the Royal George, that his name will 
long be remembered from the universal satisfaction which his 
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proceedings have caneed at Spithead. He at Gat used 
Daniell's battery, but when I visited the lighter, he had 
abandoned the professor's battery, by giving up the essential 
part, the sulphate of copper, and simply using sulphorio 
acid; but what battery he at present employs I am un- 
able to state. Lately, Captain Fisher, the Harbour-Master 
of the river Thames, has removed the wreck of a collier 
ofiF GraveseEd. The nature of the proceedings which Cap- 
tain Fiflher adopted I am enabled to give with more mi- 
nuteness, which will serve as a guide for others requiring 
similar proceedings. The barrel in which the powder is 
Fig. 37. 



placed had a hole bored in it, so that it might admit a copper 
tube {ty. This copper tube had a plate soldered to it at the 
upper part by which it might be fastened by copper nails to 
the cask ; a plug (H) was fixed in the tube, through which two 
copper wires were inserted, and round the end of the wires 
was wound a fine piece of platianm wire (^), so that but a single 
filament extended from wire to wire, the rest of the tube was 
filled with line powder, and a piece of cork (c) was placed on the 
other end. This copper tube was then carefully secured water- 
tight by smearing pitch round the copper. For securing 
the tube and wires in their place, the ends of the two cop- 
per wires were bent and nailed to the tub. The next thing 
was to fill the tub with blasting-powder by another hole, and 
then secure the aperture water-tight with a wooden plug, 
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which was afterwards smeared over with pitch. The cask 
was then lowered to the bottom of the vessel, and placed 
in the situation where it was destined to act. A rope, previ- 
ously made by procuring two wires first covered with cotton 
and varnished, and twisting them with the texture of which 
the rope is made, was then lowered to the bottom of the sea, 
and the ends of the two wires communicating with the tube 
were tightly lashed to the two wires in the rope. All these 
things being ready, the ends of two wires at the other ex- 
tremity of the pope were connected with the two extremities of 
a small compound platinized silver battery, when immediately 
on contact being made the explosion took place. 

The galvanic force is also now employed for telegraphic 
and other purposes, of which a description would here be 
given if it did not require a too great extension of the work. 
I have been compelled, however, to introduce the mode of 
blasting, from the frequent inquiries made about it, and the 
great benefit which the process affords to the operator, by 
diminishing materially the risk of accident to those engaged 
in mining operations. The great advantage of galvanic 
blasting is dependent on the source of heat not being applied 
till the moment it is wanted, and then being instantaneous ; 
whereas, in the former modes of proceeding it frequently 
takes place after it is expected, when the workman impru- 
dently approaching to see the cause of the delay is instantane-* 
ously mutilated or destroyed. The emplojmaent of galvanic 
batteries in mines, ought to be peremptorily enforced ; for but 
a few batteries would suffice for the largest mine, and as the 
immersion in the liquid need not be longer than half a minute 
for each explosion, the charge of acid would scarcely require 
to be changed once a month, and consequently but little 
destruction of zinc would ensue. The battery might be fixed 
to some secure situation, and the workman would then only 
have to move the rope to the spot desired. 

Doubtless the galvanic fluid will, before long, be as impor- 
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tant to the manufacturer as the heat of a furnace. At pre- 
sent a person may enter a room hy a door having finger- 
plates of the most costly device made by the agency of the 
electric fluid; the walls of the room may be covered with 
engravings, printed from plates originally etched by galvan- 
ism, and multiplied by the same force; the chinmey-piece 
may be covered with ornaments made in a similar manner. 
At dinner the plates may have devices given by electrotype 
engravings, and the salt spoons gilt by the galvanic fluid. 
All these, and many other applications, we may have at present, 
but we must still look forward to the most important proper- 
ties of the electric current derived from the galvanic battery ; 
for although great and glorious are the triumphs of science 
detailed in this work, yet the prospect of obtaining a power 
which shall supersede steam, exceeds in value all these appli- 
cations. For to cross the seas, to traverse the roads, and to 
work machinery by galvanism, or rather electro-magnetism, 
will certainly, if executed, be the most noble achievement ever 
performed by man. 
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ON ELECTRO-METALLURGICAL PATENTS. 

The statute of Monopolies, (21 J. 1, e. 3,) declares the con- 
ferring on any person the exclusiye privilege of carrying on a 
particular trade, or manufacture, to be altogether contrary to 
the laws of this realm, and a species of offence, called mono- 
poly. The statute, however, excepts Letters Patent for the 
term of 14 years, and under, for the working or making of 
any manner of new manufactures within this realm, which 
others at the time of making such Letters Patent shall not 
use. 

A new manufacture may be the production of a new article 
for the first time, or a new mode of producing the same arti-* 
cle either by an addition or omission of any part of the pro- 
cess, or, with regard to chemical patents, of some new specific 
process. A new manufacture may also consist of a new ap- 
plication and adaptation of some known agent or thing. 

It is essential that any of the above manufactures or pro- 
cesses should be a new invention '' as to the public use and 
exercise thereof ;**' in other words, no patent is valid that. is 
taken out for inventions in public use, although the practice 
in secret, of any process by a manufacturer will not prevent 
another manufacturer from taking out a patent for the same 
process, and forbidding the first. The prior publiea.tion of a 
process in a printed book in this country, under certain cir- 
cumstances, will vitiate a patent, though a process well known 
and freely practised abroad may be patented in this country. 
The new manufacture, in any case, must be usefril to entitle 
it to a patent ; therefore, the slightest novelty attended with 
great good will justify a patent. 

For the inventor to secure to himself the exclusive right of 
a new manufacture it is essential that he should disclose his 
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process in such a way that persons may use the same at the 
expiration of his patent ; and the spirit of the English law 
seems to suppress monopoly, but to allow advantages, for a 
limited period, to those who benefit their country by adding 
or introducing any new and usefid manufactures. 

The principle which guided our forefathers upon patents 
deserves the highest commendation, though the practice of 
their successors upon this subject cannot well be worse ; for, 
as now constituted. Letters Patent cause great expense to in- 
ventors who really deserve them, great injury and trouble to 
manufacturers from their being frequently granted where not 
deserved, and endless expense and litigation from their insecu- 
rity when obtained. If the principle of patents according to 
the English constitution were strictly adhered to in practice, 
nothing could more tend to improve and enlarge our manu- 
factures. 

The establishment of a court of scientific men to determine 
upon the amount of novelty in any invention, of another of 
manufacturers to decide upon the utility of the novel parts, 
and finally, the submittal of their decisions to a court of law 
to consider whether the presumed invention or introduction 
was entitled to a Patent, and for how long such patent should 
be^ granted, would, with well-arranged details, be enabled to 
carry out our ancient laws in the letter and spirit ; for, by 
reducing the expense of the patent, affording greater facility* 
for procuring it when deserved, preventing the possibility of 
its being granted improperly, and rendering it, when obtained, 
an absolute protection, the inventors would be directly bene- 
fited, the manufacturers protected, and the prosperity of the 
whole country would be enhanced by the monopoly, in the 
manner that the wisdom of our forefathers contemplated. 

From the preceding observations, the Electro-MetaUurgist 
will perceive that it is not only essential that a patentee 
should have a patent to secure the monopoly of any manufac- 
ture, but that he should have acquired it properly. . For 
*his reason it is by no means certain that the following patents 
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are rightfully possessed, and therefore it would be wise in a 
person interested in any process to examine carefully how far 
any patent interfering with his business is valid. The follow- 
ing list I have principally compiled from the " Repertory of 
Patent Inventions^' and " Newton's London Journal,'' parti- 
cularly valuable sources of reference for these matters ; and 
in these journals, especially the last, tolerably foil extracts 
of a great number of electro-metallurgical patents have been 
given. 

There is a curious point of law connected with some of 
these patents, and that is, particular processes have come into 
public use between the granting of a patent and its specifica- 
tion ; and which processes could not even be inferred in the 
slightest degree from the title of the patent. In these cases, 
common sense, doubtless, says that the patent ought not to pro- 
hibit the manufacture in common use ; but what the law says 
lawyers alone can decide. Persons requiring information on 
this subject may consult a chapter dedicated to these matters 
in Stephen's Commentaries on the Laws of England, book ii. 
part ii. chap. S, or a very interesting little treatise by Web- 
ster, " On the Subject-matter of Letters Patent by Inven- 
tion," the author being a great authority on these points. 

If a true and valid patent is infringed, the inventor has his 
remedy by an action of trespass for injury sustained, and he 
may also obtain an injunction to restrain the continuation of 
the manufacture, and can compel the aggressor to deliver an 
account of the profit he has derived from the sale of the article ; 
Moreover, any person using the- name or mark t>f the patentee 
is subject to a penalty of 50?. The action may be resisted by 
showing that the patent is void in the manner already pointed 
out, or the patent may be formally impeached (if improperly 
obtained) in the Queen's name by the Attorney-General, or 
even by any other person with his consent. 

The first strictly electro-metallurgical patent was granted 
to James Shore, of Birmingham, merchant, for improvements 
in preserving and covering certain metals and alloys of metals. 
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Sealed MarcK 3, 1840. Enrolled in the Enrolment Office, 
Sept. 1840. The patentee claims the coating of manufactured 
articles of wrought or cast iron, lead, and copper, and its 
alloys, with copper or nickel ; such coating heing effected by 
galvanic electricity. 

The next patent was granted to George B. Elkington and 
Henry Elkington, of Birmingham, for improvements in coat- 
ing, covering, or plating certain metals. Sealed March 25, 
1840. Enrolled in the Enrolment Office, Sept. 1840. The 
patent is for numerous processes of gilding, plating, &c., &c. 

The next patent was granted to Thomas Spencer, of Liver- 
pool, carver and gilder, arid John Wilson, of the same place, 
Lecturer on Chemistry, for certain improvements in the pro- 
cess of engraving on metals by means of voltaic electricity. 
Sealed Oct. .7, 1840. Enrolled in the Petty Bag Office, 
April, 1841. 

A patent was granted to Joseph Lockett, of Manchester, 
in the county of Lancaster, for certain improvements in ma- 
nufacturing, preparing, and engraving cylinders, rollers, and 
other surfaces for printing and embossing calicoes or other 
fabrics. Sealed August 27, 1840. Enrolled in the Petty 
Bag Office, February, 1841. This appears to be an important 
patent connected with the cotton printing manufactures. 

A patent was granted to William Tudor Mabley, of Wel- 
lington-street, North, in the parish of St. Paul, Covent-gar- 
den, in the county of Middlesex, mechanical draftsman, for 
certain improvements in producing surfaces to be used for 
printing, embossing, or impressing. Sealed Dec. 17, 1840. 
Enrolled in the Rolls' Chapel Office, 1841. This patent 
seems to contain numerous applications of electro-metallurgy 
to printing-surfaces, but to what perfection he carries out his 
processes I am unable to state. 

A patent was granted to Alexander Jones, engineer, for 
improvements in the manufacture of copper tanks and vessels. 
Sealed June 14, 1841. Enrolled in the Enrolment Office, 
May, 1841. 
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To George R. Elkington and H. Elkington, of Birmingham, 
for improvements in coating, covering, or plating certain me- 
tals. • Sealed June 22, 1841. 

To Edward Palmer, of Newgate-street, gentleman, for 
improvements in producing printing-surfaces, and in the print- 
ing of china, pottery, vases, music, and maps. Sealed June 
12, 1841. This patent is briefly noticed under the head Elec- 
tro-tint in the text, and a little work dedicated to this subject 
has been written by Sampson. 

Specification of the patent granted to Islam Baggs, of 
Cheltenham, gentleman, for improvements in printing. Sealed 
Jan. 23, 1841 ; enrolled 23rd, 1841. This is a very inge- 
nious patent, whereby colours are given by means of the gal- 
vanic battery. 

Ogilthorpe Barratt, of Birmingham, metal-gilder, for certain 
improvements in the precipitation or deposition of metals. 
Sealed Sept. 8, 1841. 

W. H. Fox Talbot, of Laycock Abbey, Wilts, Esq., for 
improvements in coating or covering metals with other metals, 
and in colouring metallic surfaces. Sealed Dec. 9, 1841. 

Edward Palmer, of Newgate-street, philosophical instru- 
ment maker, for improvements in producing printing and 
embossing surfaces. Sealed Jan. 15, 1842. This important 
patent has been described under " Glyphography" in the text, 
and ah illustration is given. 

H. B. Leeson, of Greenwich, Doctor of Medicine, for im- 
provements in the art of depositing and manufacturing articles 
by electro-galvanic agency, and in the apparatus connected 
therewith. Sealed June 1, 1842. 

Edmund Tuck, of the Haymarket, silversmith, for improve- 
ment in the covering or plating with silver various metals and 
metallic alloys. Sealed June 4, 1842. 

J. S. Woolrich, of Birmingham, chemist, for improvements 
in coating with metal the surface of articles fonhed of nickel, 
or metallic alloys. Sealed August 1, 1842. 
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ON THE INTIMATE RATIONALE OF THE VOLTAIC FORCE, COMPRIS- 
ING THE UNITY OF THE PROPERTIES OP MATTER, ANl) PRO- 
BABLY OP ITS COMPOSITION. 

Our work on electro-metallurgy is now concluded, and we 
have found extraordinary operations performed by the electric 
current. Whence arises this current ! How is it produced ! 
For most practical purposes we find at the present time that 
the voltaic battery furnishes exclusively the power that is 
turned to such good account in the arts. But what is a vol- 
taic battery ? Such a question may occur to every child, but 
would greatly puzzle the sagest philosopher. If we examine 
my new definitions of the voltaic phenomena, we see that 
they are certain effects between two points ; the abstraction 
of the first element of an electrolyte, and the evolution of 
the second. From that definition we may learn that a gal- 
vanic battery is such a contrivance, apparatus, or combina- 
tion of an electrolyte and some substance decomposing it, 
in such a way that the interval between the two points is ex- 
tended to a tangible length. I have little hesitation in assert- 
ing that this definition has been of the greatest advantage in 
my own experiments, since the idea first occurred ; and, 
doubtless, if it had preceded instead of following my electro- 
metallurgical experiments, I should not have incurred so 
much loss of time, waste of materials, and useless expense. 
But in this definition there is nothing contained that can 
possibly satisfy the enquiring mind as to the nature of the 
force, or show whence it comes, whither it goes, or how it is 
set in motion. Let us take a galvanic battery — my own in 
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preference, from its simplicity — and endeavour to discover the 
cause of the actions there going on. The battery we know is 
made of platinized silver and zinc, in metallic connexion with 
an intervening electrolyte of dilute sulphuric acid. The 
point of abstraction of one element is at the zinc, the evolu- 
tion of the second element at the platinized silver ; therefore 
we may have the voltaic phenomena manifest themselves 
either in the liquid between the plates, or in the zinc and sil- 
ver plates, completing the circuit between the parts immersed 
in the fluid. 

Before we begin to analyse the changes that occur, we 
should dismiss useless ingredients. We shall, therefore, leave 
out of consideration the silver and dilute sulphuric acid, their 
purposes being of secondary importance, the silver for the 
removal of the second element, the acid for the withdrawal of 
the oxyde of zinc. We have now but two substances remain- 
ing, zinc and water, and we find that we can obtain power 
by the action of the zinc and water, till the zinc has combined 
with every portion of oxygen in the fluid. If we try the 
experiment with zinc and water alone the action would require 
a long time, because we should continually be compelled to 
scrape off the oxyde of zinc. If we use sulphuric acid instead 
of the mechanical scraping, it will only assist us to a certain 
point ; for at last it will cease to dissolve the oxyde, and then 
we shall be in the same difficulty as before. We find, therefore^ 
that in a galvanic battery there is a continual change in the 
arrangement of the elements of the electrolyte ; that some new 
body is formed by the subsequent combination of one ele^ 
ment, whilst the. second element is manifested in a free state^ 
to be removed in the easiest possible way. 

Having proceeded thus far, we are led to examine the rela* 
tion of the manifestation of power to this change in the fluid, 
and we find that the one is exactly proportionate to and syn- 
chronous with the other. We find, moreover, that we may 
have a tendency or a desire to produce an effect, but yet no 
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Yoltaic efTect without the absolute passage of the current 
into the same trough from whence it came* The electricity 
must have existed in the trough before the action com* 
menced, because the effects are quite independent of any 
external agency, and one equivalent of electricity is mani- 
fested for every equivalent of water decomposed. There can 
be no production of electricity in the trough, because as soon 
as the circuit is completed no excess of electricity appears ; 
but everything is as quiescent as it was previous to action : 
the only difference to be observed being, that instead of one 
compound we have another. 

If there is no production, of electricity there is certainly 
a motion of it, and it is the electricity in motion that pro- 
duces all the wonderful effects. At first sight we might run 
into error, from a consideration of the above facts ; for we 
might suppose that the voltaic battery is simply an apparatus, 
whereby the electricity naturally inherent in one compound 
is transferred to another compound ; thus we might be led to 

suppose that the actions are as follows : 

Before action. At the moment of action. After action. 

E E E E E E 

Z OH OH ZOHOH ZOHOH 

Such a view of the question naturally pleases from its beau- 
tifiil simplicity, and, because it is as suitable to the double as to 
the single electric theories. But there is a manifest imperfec- 
tion in the hypothesis ; for it gives no reason or cause why the 
zinc should take the oxygen from the hydrogen ; and, more- 
over, we cannot see how the electricity could have got into 
the water in the first instance, for we can make that com- 
pound by the direct union of its elements without ai^ addition 
of electricity. We are, therefore, compelled to consider that 
the electricity exists in all elementary bodies, and from such 
a supposition, we must examine the cause of the motion of 
the electric fluid in the galvanic battery. 

All particles of bodies either have electricity in some way 
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adhering to them, or attached to them in an extraordinary 
manner, which we are unable to determine ; or thej geem to 
have the power of inducing electricity between each other un- 
der certain circumstances. All particles of bodies seem to be 
held together by that principle ; for we are acquainted with 
the manner in which it can set loose elements in combination, 
or make them take other new combinations or conditions. 
Whether there be two electricities or one electricity, I cannot 
now consider ; but the term negative may be applied by either 
theorist to negative, as usually considered, or a relative defi- 
ciency of electricity ; positive to positive, or an abundance of 
electricity. The state of electricity in the primitive portion 
or atom is, doubtless, a state of quiescence ; but as soon as 
two primitive atoms approach each other, the electric equili- 
brium would be disturbed, the two particles (0) would first 
have a tendency to repel each other, but as speedily, by an 
induction long since well understood, would cause opposite 
electricities (NP) or states of electricity to be set up in the 
contiguous portions, and attraction will be the result. 
Before action. After action. 

E E NP NP 

00 

Such an attraction existing between the particles of like 
nature would satis&ctorily account for crystallization, and 
even for all the peculiarities which crystalline bodies present. 
The well-known varieties of forms which the same sub- 
stance presents might arise from diJETerences in this induc- 
tive state; for a vast number of atoms being arranged 
together, and the inductive influence being excited from 
each one to all the rest, the mass would be held together 
by the complex forces that would be produced ; and if these 
forces were exerted at different parts in different degrees, 
how perfectly can we account, and perhaps eventually even 
calculate, the different amount of force with which the atoms 
of a crystal are held together in certain directions, and 

2 s 
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perhaps eventually turn it to good account in the clearJige of 
these remarkable bodies ! The attraction of aggregation 
would differ from the attraction of crystallization by the forces 
beiiig exerted between pieces of the same substance, of irre- 
gular forms, instead of the ultimate particles of bodies ; the 
irregularity of the form in the first instance presenting an 
obstacle to a thoroughly close apposition of the particles. 

Like weights of different elenientary bodies do not appear 
to contain the same quantity of electricity, because the 
amount which would set free one grain of hydrogen would 
liberate 108 of silver. This question might be viewed in two, 
lights ; either that the amount of electricity, naturally ad- ' 
herent in the ultimate particle of a body, is dissimilar (that is 
supposing that atoms are all of the same weight), or that the 
ultimate particle or atom of a body differs in weight, and that 
each ultimate particle is endued with the same amount of 
electricity. Either view would appear to account equally 
well for all the phenomena. The weight of the atom might 
regulate the equivalent of electricity, or the equivalent of 
electricity might regulate the combining or equivalent number 
of the substance. Perhaps, however, after studying the 
effects of proximate elements, it would be far better not to 
assume that electricity adheres to a l>ody as an integral part 
of it, for electricity is a principle, a property, and not a ma- 
terial substance ; on this account we are compelled to state 
that an equivalent proportion, or ultimate atom, always in- 
duces the same amount of electricity upon the atom, or equi- 
valent proportion of every other substance. 

The different conditions of bodies may be satisfactorily ex- 
plained by differences in the attractions : thus solidity woidd 
show a more intense attraction between the particles, than 
fluidity, and fluidity again than vaporization; thus far greater 
force would be required to remove one pound of ice from a mass 
of that substance, than a pint of water from a stream, which 
latter operation would require mor6 force than the removal 
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of a pint of steam from a steam-boiler, and we shall, in 
treating of the identity of heat . with electricity, show how 
these states are dependent on that latter agent. The attrac- 
tion which bodies exert on each other may be termed their 
weight, although that term is usually referred to the attraction 
exerted between the earth and smaller bodies in its vicinity. 
The principle which regulates weight is usually called gravi- 
tation, which is precisely similar to the other attractions we 
have before mentioned. The attraction of gravitation may be 
neutralized by every other kind of electrical attraction, and is 
materially altered in intensity by the effects which electricity 
is capable of exerting on matter. From these considerations, 
the specific gravity, being the intensity of electric attractions 
exerted upon a certain bulk of any body by the inducing 
power of the earth, must eventually lead us to a knowledge 
of a law, whereby the force with which the ultimate particles 
of elementary bodies, are held together, or even the force with 
which any two bodies are kept in combination, may be known. 
At present it grieves me to say, that although apparently very 
near this important truth, it has not been my good fortune to 
determine it with accuracy. 

We have already considered the state of elementary par- 
ticles, in which we have determined that the electricity is 
quiescent ; but we must now determine its state when the 
particles have entered into combination, and we shall find 
that this would vary under different complications of arrange- 
ment. When two atoms are sinaply joined together, it is 
apparent that two excesses of electricity will manifest them- 
selves at the outer sides : thus the outside of one atom would 
be negative, the outside of the other positive, whilst the two 
inner halves would be alternately negative and positive. In 
such a state oxydes and chlorides would exist. Such a com- 
bination is termed a proximate element, and differs from ulti- 
mate elements by their electrical excitement. However, three 
elements might be joined together in different ways, either 
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in ^uch a way that the whole of the electric tensions are 
neutralized, or so that the excitement might demonstrate 
itself. 

In the former case the direction of the forces would, probably, 
form an equilateral triangle, the angles being at the centre 
of each atom. In the latter case, however, the three 
elements might be arranged in a row, and then at either 
extremity the positive and negative excitements would exist. 
Such instances might, with great propriety, be called neu^ 
tral, or excited proximate elements, according to circum* 
stances. If the same elements can, in electric conditions, 
unite themselves in such a variety of ways, isomerism ceases 
to be an extraordinary phenomenon ; and the many differ- 
ent properties evinced by organized bodies of nearly similar 
or even of identical chemical composition, is perfectly expli- 
cable. A good example of an excited proximate element is 
seen in ammonia of a neutral in cyanogen. 

Four atoms, five atoms, six atoms, or even many more may 
be arranged together in a manner similar to the three atoms ; 
that is, they may be arranged as an excited proximate ele- 
ment, or a neutral proximate element. 

We have now arranged all proximate elements into two 
classes, excited and neutral. The excited having at the ex- 
treme ends opposite electric tensions, the neutral having no 
external tension, all the tensions being opposed to contrary 
states within themselves. Excited proximate elements will 
combine freely with excited proximate elements in two ways, 
either the negative end might be attached to the positive of 
the other, or the negative and positive of one might be 
arranged so as to neutralize the positive and negative of the 
other; thus, muriatic acid and oxide of potassium might be 
arranged longitudinally or one over the other. 

We may infer that the combination of two or more excited 
proximate elements generally produces a compound more firm- 
ly held together than what is accounted for by the attraction 
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between the elements of the single proximate elements . of 
which it is made up, because in the combination all the 
tensions are increased. Hence the nitric acid in nitrate of 
potash is far more difficult of decomposition than nitric acid 
alone, &c. 

Atoms of neutral elementary bodies in close cohesion, 
haye the properties of excited proximate elements, and from 
this cause resist combination with other neutral elements in 
the direct proportion to the force with which the atoms are 
held together. Hence arises the facility with which metals 
combine when in infinite division, and the obstacles they 
afford to the same combinations, when in the reguline form. 
When the tension induced by two neutral elements is greater 
than the attraction of cohesion of one of the elements then 
combination ensues. 

Excited proximate elements can combine but very feebly 
with neutral elements, because the electric induction of oppo- 
site states could but slightly take place. Muriatic acid could 
not well combine with potassium, or hydrogen with the oxide 
of potassium. Perhaps, howeyer, the feeble combinations of 
alkalies and chlorine with their analogues, are of the latter 
class of compounds ; for a yast difference is observed betweei)i 
the intensity of combination of the chloride of calcium and 
chloride of lime, or of sodium and soda, &c. 

Neutral proximate elements, however complex their com- 
position, by being themselves made up of a great many ulti- 
mate elements, may combine with single atoms of a primitive 
element ; and yet no more electricity would be induced be- 
tween them than if two ultimate elements were united toge- 
ther. In these cases it is not improbable but that the amount 
of electricity is regulated by the primitive element, and, per- 
haps, even induced by it. I cannot call to mind that two 
neutral proximate elements unite together with any degree 
of firmness, and, therefore, having no fact am unable to reason 
upon the nature of such a combination. 
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Having seen that in chemical combinations the same 
amount of electricity holds together different elements, it be« 
comes a carious question to ascertain how far the intensity of 
that amount is equal in all cases. Viewing the whole range 
of chemical phenomena, it appears tolerably conclusiye that 
the tensions must vary considerably ; because we find dis- 
turbing forces favour combinations, or effect decompositions 
with very various facilities. The tension holding together 
bodies in combination appears, in some cases, to be infinitely 
greater than similar tensions holding together bodies in 
adhesion, aggregation, solution, &c.; yet in other cases the 
attraction is so great as almost to prevent chemical union, as in 
the chorundum or diamond. 

Heterogeneous adhesion, capillary action, &c., appear gene- 
rally to arise from the attraction of opposite states of electri- 
cities of two elements, or compounds, in a state of excitation. 
- The solution of a solid by a fluid presents some difficulties 
from the complex nature of the phenomena which it presents. 
The attraction of solution differs from that of combination in 
several respects. Taking into consideration the whole range 
of the phenomena, it is possible that by the juxtaposition of 
the fluid and solid the tensions holding together the latter are 
neutralized or, perhaps, more properly speaking, counterba- 
lanced ; so that the solid is brought into a fluid state, and the 
two fluids coming together are condensed, producing a heat 
which helps the liquefaction of the solid. In some cases, how- 
ever, the condensation does not produce sufficient heat to 
balance the deficiency always occasioned by the change of 
state, in which cases cold is produced. 

; There is a peculiar property in all the attractions which is 
called polarity, which literally means nothing more than that 
all the forces lie in the same direction. If we consider a mass 
of matter held together by the forces already discussed, how 
different would be its state if all the forces were in a line, 
or intersecting each other in every direction. Polarity being 
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absolutely essential to voltaic action, it is evident that a body, 
although in every other respect in a more favourable condition 
for the neutralization of its intensities would, without possess- 
ing a facility of arranging its forces in a polar state, afford an 
absolute obstruction to the passage of the force. 

The manner in which elements are held together having 
been carefully considered, we are in a condition to examine 
the cause of the motion of electricity from the changes taking 
place in the voltaic battery. In the first place, the water is 
composed of two elements, hydrogen and oxygen, which are 
held together by an induction 

PN PN PN PN PN PN 
O H O H O H 

the zinc is a primitive element, therefore neutral, but being 
held together by cohesion becomes excited. The arrangement 
if polar would be as follows : — 

PNPN PNPN PN PN P N PN PN PN 

ZZZZOHOHSS 

But the ZO inducing opposite attractions to the ZZ, 
OH, SS, a peculiar state is instantly induced. A great desire 
is manifested for the whole of the first tensions to be neutra- 
lized. The zinc cannot take the oxygen unless the means are 
afibrded for the terminal tensions P and N of the first arrange- 
ment to be neutralized, whereby all the intermediate attraction's 
are also destroyed ; but as soon as the terminal tensions are 
united, then does action take place. According to this view 
of the case it is not essential that the attraction of ZO should 
be greater than OH, or even so much, provided it be suffi- 
cient to overcome the difficulties of imparting the new tension 
from one atom to the other ; for if but a portion of the tension 
become neutralized, the tension would gradually lessen till it 
was extinguished, and therefore, a feebleness in the opposing 
tension or zinc would only demand an increase of the time 
necessary for the duration of the action. This is the state of 
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tension in the pile, or as it might more properly be called a 
desire for change in the iDduetion. According as this state 
of tension is exalted, the greater obstacles will the terminal 
P and N overcome in order to unite, and as soon as they be- 
come united the whole of the former tensions are neutralized, 
and instantly the particles being in juxta-position take on new 
tensions, as follows : — 

PN PN NP NP N P NP PN PN 
ZZHOHOSS 

But we have now oxyde of zinc adhering to one end of the 
water, and hydrogen adhering to the other. The whole ar- 
rangement must now return to the state in which it first ex- 
isted, by the removal, in some manner, of the oxyde of zinc 
and hydrogen, and the oxygen of the water must arrange 
itself in a polar state against the zinc. 

In fact the entire former intensities are neutralized, and 
new ones are instantaneously induced. Such is the simple 
mode by which electricity appears to be set in motion in the 
voltaic current. Let us now trace its action to see the man- 
ner in which the electricity thus set in motion decomposes a 
compoimd body ; for instance, water, the state of which may 
be thus represented : 

PN PN PN PN PN PN 
OH OH OH 
As soon as a current of electricity passes, the N coming in 
contact with P, the P with N, the induced electric states of 
the two terminal atoms are neutralized, and, in consequence 
thereof, all the intermediate atoms also lose their induced 
electricity and become neutral. The intermediate elements 
being in contact, simultaneously and instantly induce an 
opposite state of electricity, and again combine. The two 
terminal atoms of hydrogen and of oxygen at first having a 
slight adhesion between the poles do not combine with their 
neighbours, and afterwards not being in contact cannot com- 
bine, and therefore, are ready to be evolved or enter into 
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new combination with any substance that may present itself. 
The following illustration will serve to explain this change : — 



E 


NP NP 
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It is not strictly correct to say that the two ultimate par- 
ticles are in a neutral state, for there would be a slight 
state of tension between them and the poles. With regard 
to the relative facility of setting in motion this electricity, it 
is apparent that, as electricity between different atoms is 
always the same in amount but different in intensity, the 
electricity would be set in motion, i. e. the terminal elec- 
tricities would join with an impulse directly proportionate to 
the intensity induced between the new element and the first 
element of the compound, and in the inverse ratio to the resist- 
ances afforded to their junction. Hence it would appear that 
zinc induces the same amount of electricity with greater in- 
tensity than copper, copper than silver, silver than gold, &c. 

If we examine the effect of the addition of another excited 
element into the water, — ^for instance, potash or muriatic acid 
— it is probable that they assist the water to become polar, or 
arrange all these excitations in the same way ; for we have 
already seen that after the removal of one atom of the oxygen 
the hydrogen would be against the zinc, and before action 
could take place the atom of water must turn round, so that 
the oxygen and zinc are in juxta-position. 

The next circumstance which we have to consider is the 
mode of transit of the electricity through conducting solids. 
Solids we have mentioned are kept together by electricity in 
the same way as different elements in combination ; thus we 
might consider our wires to be in the following states : 

NP NP NP 

z z z 

the particles of the metal being held together by the elec- 
tric tension. If a positive electricity comes in contact with the 
negative it neutralizes it, and has a tendency to neutralize all 

2 T 
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the tensions in succession if the opposing tension be suffi- 
ciently strong. Instantly, however, the same electric attrac- 
tions will be induced, and the particles of metal would be 
again held together with a force proportionate to the intensity 
of the induction. Elementary conductors as wires, are identi- 
cal in the manner of their resistance with that of compound 
fluid conductors, as the intensity of action would be directly as 
the new exciting intensity, and in the inverse ratio to the ob-j 
stacle offered to the neutralization of the intensities of the ter- 
minal atoms of the wire. From the slight resistance offered to 
intensity by metallic conductors, we must assume that but little 
power is required to transmit the opposing intensity from atom 
to atom, and from that we deduce that the particles readily ar- 
range themselves in a polar state, and are held together by a 
much less force than bodies in combination. The effect of the 
neutralization of the tensions in the solid part of the arrange^ 
ment, enables us thoroughly to understand why silver and gold 
rolled are not acted upon freely in certain solutions, but at the 
moment of neutralization of the tensions holding together the 
particles of the metal, the atoms of the two different elements 
being in juxta-position, unite most freely. 

Let us pause and consider this matter in reference to our 
equation. Ia the first place the desire for action or rather, 
perhaps, the power of neutralization of the first tensions, the 
(I), is proportionate to the power of electric induction evinced 
by the positive element of the pile (F), minus the sum of the 
tensions holding together the compound (r), the sum of 
the tensions holding together the connecting portion or the 
solid part of the arrangement (c). This is the first action ; 
and we at once see, and see clearly, too, the cause of 'all 
the phenomena called voltaic. From such considerations the 
effect of extending any part of the circuit would materially 
lessen, if not entirely counterbalance the power of (F). The 
two other parts of the equation, the (a), and the (c), would 
not come into play till the second atom of water had to 
be decomposed, when we at once perceive that they would 
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present themselves as two foreign bodies in the circuit, and 
foreigh bodies of a very imperfectly conducting nature ; the 
nature of the resistance they would offer would be directly 
proportionate to their thickness and to the force with which 
their particles are held together. The difficulty of the passage 
of the force roui^d a comer is clearly attributable to the pecu- 
liar polarity which that case would require, as probably there 
must be reflection of the tension to enable it to overcome that 
difficulty. 

We have now traced the action of zinc upon the fluid, and 
zinc is only given as an example of what is termed the posi- 
tive element of the pile ; for the same reasoning applies to 
every other positive element. We must next examine the 
effect of introducing into our circle a new element which is 
not held together by electricity, or at any rate but very 
feebly. In such a state we expect to find the infinitely-divided 
metals constituting the black powder obtained by the first law 
regulating electro-metallurgy, and we shall see their action 
would be very remarkable ; for as soon as the zinc has neu- 
tralized inductions between the particles and they have again 
become excited, the terminal hydrogen of the liquid would be 
in contact with the black platinum. But these bodies are 
not capable of inducing electricities of tension between them 
so strongly as particles of hydrogen do to hydrogen ; the conse- 
quence is, that the neighbouring particles of hydrogen unite 
into bubbles and rise to the surface of the liquid. 

The atom of black platinum, moreover, is not in a state, 
perhaps not sufficiently close to induce much tension with 
the neighbouring atom of silver, so as to assist this action, 
but if the platinum be rolled and prepared, so that the par- 
ticles cohere, then does the attraction between the particles 
of platinum facilitate greatly the attraction between the par- 
ticles in contact with the hydrogen and this latter element, 
when the hydrogen adheres to the surface of the metal. From 
such a view of the question, any substance in a state in which 
it could induce electricity, of but very feeble intensity with 
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the hydrogen or second element, would answer as well as finely- 
divided platinum. The following diagram will illustrate the 
above : 

PN PN NP NP NP NP E E PN PN 
ZZZO HO HP SS 

Metals in a state of cohesion favour the adhesion of the 
hydrogen by the intensities of the attraction of cohesion, 
whilst neutral elements or elements nearly neutral attract 
the hydrogen with a force proportionate to the induction 
between the elements and hydrogen, and as hydrogen gene- 
rally unites to hydrogen with more facility than to infi- 
nitely-divided metals, evolution is the consequence. 

In the case where the hydrogen is removed by new induc- 
tions, as in DanielPs and Grove's battery, the time occupied by 
such removal would be proportionate to the energy of the induc- 
tion of the second element or hydrogen with the new substance ; 
and the intensity of action to the time that such change requires 
to be effected. But if zinc takes the oxygen from the water, it 
appears singular that it should be capable of making such com- 
plex changes, instead of at once effecting that object. If indeed 
zinc and water only act on each other, the change is quickly ef- 
fected: the zinc takes the oxygen, the hydrogen, having nothing 
to combine with, is set free. In this case, however, the hydro- 
gen might slightly adhere to a neighbouring particle of zinc and 
lessen its action. The action without mercury would be the 
opposite tensions induced between zinc and oxygen, to that of 

NO 

N P 

the oxygen, hydrogen and same zinc, thus : 2 N 

P H 
p 

The action with mercury would be the opposite tensions in- 
duced between the zinc and oxygen to the previous tensions 
of the circle Z H M. The mercury would not in the 
slightest degree stop the action of the first atom of zinc, but 
the new atom of zinc in combination or close connection with 
the mercury would have a layer of hydrogen interposed. 
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which would offer a great resistance ; the circle would then 
be as follows : Z O H H H M. The hydrogen could not 
oppose any neutralizing effect inductively in an opposite di- 
rection to the power of the zinc; for this reason, the water can 
only be polar in one direction, and, therefore, whatever deter- 
mined the polarity of the water would determine the course 
of the current : thus if the polarity of the water were in such 
a direction that the oxygen would be in jnxtarposition with 
the zinc, the hydrogen would be in juxta-position with the 
hydrogen, and then no opposing induction by the latter would 
take place. 

If such be the true explanation of the employment of 
. mercury, we must at once perceive that the mercury, 
is in every case a neutral element so excited by cohe- 
sion that the hydrogen may readily adhere, and there- 
fore, any other neutral proximate element in the same 
condition would answer as well. Now it appears to me 
theory may be very interesting, but its great utility is to 
enable us to develope new facts; .and, therefore, I im- 
mediately endeavoured to substitute for the mercury other 
bodies which I considered to be neutral proximate elements, 
and fiirther took care to select them in such a physical state 
that the inductions might favour the induction of t|^e hydro- 
gen. Now oil of turpentine, sweet oil, and an immense 
variety of other similar substances, were tried with various 
success, as by these substances effects are obtained similar to 
amalgamation. In conducting these experiments, we are 
compelled to take especial care to cause these substances to 
adhere to perfectly clean surfaces of metal or else we are dis- 
appointed in the result. 

In considering the nature of the voltaic phenomena, I have 
assumed the electric tensions at random, not knowing which 
end of the pile is negative nor which is positive. But I can 
from authority state that this matter is now known, and will 
be published as soon as the experiments are completed. This 
important addition to electric science is due to the indefati- 
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gable labours of Gassiot, forming another instance of use- 
ful and valuable services being performed by those who have 
apparently, from numerous other important avocations, the 
least time and opportunity. 

Having now traced the manner in which the electric induc- 
tions cause crystallization, aggregation, cohesion, gravitation, 
chemical composition, &c., we might expect to be enabled 
to obtain electric action by different modes of interference 
with these various states. The electricity of aggregation we 
might naturally expect would be set in motion if aggregation 
itself were interfered with, and, accordingly, we find that by 
friction or pressure we can set in motion electricity. If we 
only consider that by pressure we can approximate the ulti- 
mate particles of bodies together, it is apparent to every 
philosopher that the electric induction would be interfered 
with; and this seems to be the kind of action, when 
polar, that is set up by the electrifying machine, and which 
might with great propriety be called the electricity of ag- 
gregation. Moreover, by heat we can effect the aggregation 
of bodies ; it will appear, therefore, that thermo-electricity 
differs rather in its degree than in its source from frictional 
^ electricity, being really the electricity of aggregation. In 
thermo apd frictional electricity we must, perhaps, assume 
a neutralization of the first intensities. 

Magnetic effects are equally referable to electric inductions ; 
for magnetism is a polar arrangement induced by electricity, 
and itself in turn inducing electricity. Magnetism is princi- 
pally remarkable for its being in some respects an isolated fact 
at present ; but, probably, every body or combination of bodies 
would exhibit the same phenomena, if we only knew the condi- 
tions most favourable to the continuation of the alternate arrange- 
ment of the tensions of the ultimate particles in a polar state. 

Magnetic attraction appears to differ from other attractions 
by being only excited from iron to iron ; but as heat may 
destroy magnetism, percussion either cause or destroy it, it is 
clearly an electric phenomenon ; and the differences of the two 
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attractions are probably only those of intensity. The mag- 
netic tension might be more easily neutralized than other ten- 
sions in the same way, as we shall hereafter see that the other 
attractions may be neutralized by heat, &c. 

Electricity, with which every body, either by gravitation, by 
chemical composition, or by magnetic attractions, is held to- 
gether, is clearly the cause of every form of heat with which 
we are acquainted. Heat is, indeed, one of the eflFects of 
electricity ; and though we might by a fallacious reasoning 
be led to assert electricity is the eflFect of heat, a very slight 
examination will show the absolute ftitility of such a reason- 
ing. In fact we have no heat of which the cause is known 
but that which is derived from, and proportionate to, chemical 
action, and therefore heat being rather a property of matter 
from chemical action, i. e, electricity, may, indeed, set electri- 
city in motion, but cannot be said to be the cause of the parent 
from which itself has derived its existence. Heat (that is, an 
effect of electricity) being added to bodies held together by 
electricity, interferes with their electric attraction, either sup- 
plying new attractions or neutralizing old ones ; if it is a solid 
body a small quantity first enlarges it and appears to neu- 
tralize some of its numerous electric inductions. A larger 
quantity makes it enter the fluid state, a state only differing 
from the solid by the particles being held together by a less 
force. A greater quantity causes the particles to be so feebly 
held together that they assume the gaseous state with various 
tensions, and a still greater quantity usually separates it into 
its component parts. How beautifully does our present theory 
account for the tensions of aerial bodies being proportionate to 
the heat required to give them that particular state ! More- 
over the specific heat of all bodies is the same for. their equi- 
valents. What further proof do we require of the identity of 
heat and electricity ? and yet besides all these proofs do we 
not see electricity fusing the otherwise most infiisible sub- 
stances ! 

And wherefore is heat electricity and not light ? we cannot 
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obtain light except from what we have already proved to 
be electric action. Light may arise from a disturbance of the 
electricity of aggregation, of the electricity of combination, of 
the electricity of magnetism ; and yet, let the student beware 
that there are not three electricities, but one electricity, which 
manifests itself as light. If we want further proofii of the 
identity of electricity and light, we need only look around 
and view the myriads of chemical and electric actions that 
light influences by retarding or advancing. Colours are no- 
thing more than the quantity of electricity set in motion from 
each particle forming the substance, as the breadth of the 
tension regulates the colour. 

The same arguments that apply to the identity of the 
principles of heat, light, electricity, magnetism, gravitation, 
crystallization, fluidity, vaporization, apply also to sound ; for 
who ever heard a sound without a chemical action, or a dis- 
turbance of the electricity of aggregation ! But sound appears 
to differ from light in the intensity with which its action pro- 
gresses ; for we see the flash of the fatal cannon before the 
sound reaches the ear, and even before it has communicated 
its deadly blow. 

Sound, then, appears to be a large quantity of electricity 
set in motion with a feeble tension, making a vast difference 
between it and light, which exhibits such immense intensity, 
though it seems to exceed the tension of heat which is com- 
municated but to a very short distance. If nature is thus 
simple it might appear surprising that the theories of phUoso- 
phers should be so complex ; but the fact could be as easily 
explained as the simplicity of nature, did not the already too 
great length of this volume warn me to draw it to a speedy 
conclusion. 

If all these properties which I have examined at such length 
are electrical, what this electricity, this mysterious and uni- 
versal principle is I have already pointed out. It is not 
a thing or material agent, and cannot be said either to enter 
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or leave any body. If it is not a thing, it is a property, and 
this property in light, heat, and especially sound, is manifested 
as a vibration. 

Heat and light being only evinced during disturbances in the 
electric attractions, may be defined to be electric attractions 
in disturbance, and in proportion as anything assumes a com- 
parative electric equilibrium cold is produced. Hence, in a 
perfectly calm and still night the thermometer will fall 40 or 
60 degrees below the point at which it stood in the noon-day, 
.when the electric attractions are all in such commotion from 
the sun's rays. The fall of the thermometer is propor- 
tionate to the calm and the absence of other objects, the elec- 
tric induction between which might disturb its quiescence. 
From such a view how awftJly cold would a single atom 
become, isolated from all other matters. All bodies being 
more or less in a state of continual electric disturbance, have 
a tendency to become equally disturbed ; thus, if two bodies 
are approximated, differently situated in this respect, they be* 
come, after a short time, in the same condition. 

Electricity of different inductions may be thus arranged : 

Induction. Quantity. 

Electricity manifesting itself as light . immense . very small. 

" " sound . great . moderate. 

heat . very small . immense. 
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If every kind of matter, elementary or compound, is only 
possessed of the power of setting in motion waves or undula- 
tions, and these waves are capable at one time of forming all 
the beautiftil colours exhibited by the rainbow, at another, 
the thrilling notes of the happy nightingale, there can be no 
necessity for supposing a great variety of ultimate kinds of 
matter. Chemists, indeed, enumerate about sixty elements 
at the present time ; but it is quite clear that the supposition 
of a single element, according to the present exposition of the 
properties of matter, would amply suffice ; for if that single 
element were arranged in different manners, different electrical 

2u 
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relations, and, therefore, different properties would be pro- 
duced : thus; 8 hydrogens arranged together might give a body 
having the property of oxygen; 108 hydrogens might form 
silver ; 200 hydrogens gold ; but we must remember that this 
is a theory possessing probability from the considerations of 
the properties of matter, yet by no means at present proved by 
direct experiment. But, although, it is by no means directly 
proved that there is but one element, it is equally unsatisfac- 
torily determined that those bodies which we call elementary, 
have any right to that term ; for cyanogen, sulpho-cyanogen, 
and a hundred other proximate elements would appear ele- 
mentary, if the parts of which they are made up adhered so 
strongly as to resist decomposition. I have no hesitation in 
asserting that certain facts have come to my knowledge of 
particular cases, where two or three of the supposed elemen- 
tary bodies have a strong probability of being made ; but to 
bring forward so important a doctrine as an absolute fact 
would be altogether unwarrantable, without testing the ob- 
servations in every possible way. It is not from these experi- 
ments that the idea of the imity of matter has been derived ; 
but the hypothesis is rendered probable, by the supposition 
being forced upon us from the consideration of the actions in the 
galvanic battery. The idea of the unity of the composition of 
matter with unity of its properties ; or in other words, of one 
element with one property, ftimishes us with the most exalted 
notions of the power of the Creator. The very idea, indeed, 
is the sublimity of sublimity ! for to consider all the objects 
that are daily exposed to view in this great globe to be made 
up of but one element, and under different circumstances to 
produce the infinitely varied, pleasing or painftil, impressions 
would alone fill our minds with the deepest sense of the mag- 
nipotence of the Almighty; but if we consider not only that the 
great globe itself, but the moon, the stars, the sun, the uni- 
verse might be composed of a single element obedient to one 
law, man must feel his insignificance, and catch a faint and 
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glimmering comparison between the attributes of the Creator 
and his created beings ! 

Student I we have done. Matter is active, not passive. 
Ponder well the identity of its supposed various properties. 
Remember, that the properties are electrical. Never forget 
there is but one Electricity. Consider the probability of unity 
of matter as inferred from unity in its properties ; matter 
has But one property, and that property is manifested by its 
power of communicating a vibration — a wave. 



ANALYTICAL INDEX. 



w 

M 



A. 



Absorption, by plaster of Paris, preyented, 

103, 104. ' 
Acetate of silver, redaction of silver from, 
150. 
„ of eopper, redaction of copper from, 

162. 
„ of nickel, redaction of nickel from, 
154. 
Acid solation of galvanic batteries^ its use, 

8,9. 
„ of Daniell's battery, 1 8. 

„ of Grove's battery, 21. 

„ of Smee's battery, 25. 

Action, local, 5. 

Adhesion of hydrogen to plates of battery, 
15, 16. 
of original and duplicate plates in 

electro-metallargy, 77. 
cause of, 77. 

obtained or avoided, 77, 78. 
of air to metals, 77. 
of air-bubbles to the moulds, 79. 
Air, film o^ on metals, 17, 18, 77. 
Air-bubbles, reduction of metals on, 79. 
Alkalies, compounds of, with oxides, 131. 
Alloys used for making moulds, &c. 90. 
„ table of, 91. 
„ reduction of, 183, 186. 
Amalgamation of positive metal in batte- 
ries, 16, 17, 195. 
„ gilding by, 213. 

Ammonia, chemical equivalent, 45. 
Ammonio-nitrate, chloride, and carbonate 
of silver, reduction of silver from, 150, 
151. 
Anaglyptograph, Bate*s, 244. 
Anions, table of, 48, 49. 
Anode synonymous with zincode, &c. 41. 
Antimony, reduction o^ 178. 
Apparatus, single cell, for precipitation of 
metals, 57, 64. 
capillary tube, 62. 
plaster, 63. 
battery, 72. 
union of battery and single 

cell, 72, 73. 
Mason's, 73. 
Marsh's, for detecting arsenic, 

179. 
for reduction of gold, 146. 
Arsenic, detection of, by Morton's plan, 181. 
„ by Marsh's appara- 

tus, 179, 180. 



Arsenic, detection of, by galvanic precipi- 
tation, 181, 182. 
Astatic needles, 37. 

„ galvanometer, 37. 
Atomic theory, 45. 

Aurocyanide of potassium, formation of,145. 
„ „ reduction of gold 

from, 145,146. 

B. 



M 

M 
19 



it 



Batb's 


Anaglyptograph, 244. 


Battery, galvanic, 


discovery o^ 2. 


w 


99 


requisites for, 3. 


9^ 


99 


acid solution, 3, 8, 9. 


« 


99 


electro-negative plate, 4. 


»> 


99 


electro-positive plate, 4. 


1» 


99 


local action in, 5. 


>» 


99 


appearance in action, 6. 


» 


99 


chemical theory of, 6. 


M 


99 


contact theory, 6. 


n 


99 


quantity, 9. 


n 


99 


intensity, 9. 


n 


99 


amount of action in, 10. 


n 


99 


power of^ 10. 


99 


99 


compound, 11. 


M 


99 


various forms : — 


» 


99 


Couronne des tasses, 
13. 


»» 


99 


De Luc's column, 13. 


99 


99 


Hare's, 13. 


99 


99 


Cruickshank's, 13. 


99 


99 


other old forms, 1 3,1 4. 


99 


99 


Daniell's, 18, 20. 


9> 


99 


Grove's, 21, 


99 


99 


Leeson's, 23. 


99 


99 


Smee's, 23. 


99 


99 


odds and ends', 27. 


99 


99 


its properties : — 


99 


99 


heating wires, 33. 


99 


99 


igniting charcoal 
points, 33, 34. 


99 


99 


giving a spark, 34. 


99 


99 


charging Leyden jar, 
35. 


99 


99 


shock, 35. 


99 


99 


magnetic effects, 35, 
38 


79 


99 


decomposition efiiects, 
38, 39. 


Battery 


apparatus for reduction of metals, 






67, 68. 


9» 


99 


for reduction of plati- 
num, 139. 


9} 


99 


for multiplying copper- 
plates, 261, 265. 



INDEX. 



329 



»» 

« 
w 



M 



W 



M 



♦» 



Baakets, electro-coppered, 223. 
Bees^-wax and rosin for making moulds, 98. 
„ „ for preparing plaster 

casts, 105. 
Bicyanide of mercury, 137. 
Bismuth, reduction of from potassio-nitrate, 

178. 
from tris-nitrate, 178. 
from iodide, 178. 
from potassio-tartrate, 
178. 

Black-lead, used for coating non-metallic 
substances, 110. 
first.applied by Mr. Murray, xzi. 
application of, 1 10. 
test of quality. 111. 
for bronzing copper, 166, 167. 
Black powder of platinum .for Smee^s bat- 
teries, 24, 25. 
„ of metals, reduction of, 116. 

Bladder for porous tubes in Daniell^s batte- 
ries, 19. 
„ for single-cell apparatus, 57. 
Blasting, galvanic, 297, 299. 
Books to be consulted by electro-metallur- 
gists, xzviii. 
Brasses, monumental, multiplication of, 
245. 
„ mode of copying or ** rubbing,*^ 
246. 
Bread moulds, 108. 
Bromide of gold, 143. 
Bronzing of copper by iron, 1 66. 

„ byblacklead, 166, 167. 

,, by grease, 167. 

,y by solution of platinum, 

168. 
„ by sulphuret of pota»- 
sium, 168. 
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Brugnatelli first invents electro-gilding, xxv. 
Burnishing gold, 212. 
Busts made by electro-metallurgy,, 251. 
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cause of, 78. 
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Cadmium, reduction of^ from sulphate, 

172. 
from chloride, 

172. 
from ammonio- 
sulphate, 172. 
„ yf expense of,l 72. 

Calico printing, process of, 271 . 

„ application of electro-me- 

tallurgy to, 271. 
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Carbon, a conductor, 3. 

„ receives the metallic deposit, 89. 
„ for coating non-conducting sub- 
stances, 110. 
Casts, modes of obtaining, &c. (See Mould.) 
Cathions, 48, 49. 
Cathodes, 41. 
Cell, decomposition, 389. 
of battery, 10, 11. 

single, apparatus, for reduction of 
metals, 57, 61. 
Chantrey, Sir Francis, his mode of making 

moulds from leaves, &c 
Charcoal points, ignition of, by battery, 23. 
„ used for coating non-conductors, 
110. 
Chemical theory of the pile, 6. 
circular, action, 190. 
equivalents, theory, and table of, 
44, 45. 
„ electro, decomposition, 49, 50. 
Chemico-mechanical battery (See Smee^s 

battery). 
Chloride of platinum, 139, 140. 
„ of gold, 142. 
„ of iridium, 148. 
of cobalt, 182. 
of zinc, 169. 
of cadmium, 172. 
of nickel, 155. 
Chlorine chemical equivalent, 45. 
Chromes, metallic, 176, 177. 
Clichees, process of making, 91, 93. 
„ from wood, 92. 

from plaster of Paris, 92. 
Italian mode of making, 92. 
by the press, 93. 
bronzing of, 168. 
M from woodcuts, 277. 
Coating, metallic, for non-conductors, 110. 
Cobalt, reduction of, from chloride, 182. 

„ from cobalto-cyanuret 

of potassium, 182. 
arsenite o^ used in the potteries, 
270. 

Coiners, practices o^ 89. 
Coining at the Mint, 236, 237. 
Coins, Ust of, for electro-metallurgists, 238. 
„ moulds from, 229. 
„ multiplication of, 229, 235. 
„ old mode of making, 235, 237. 
Column, De Luc^s, 1 3. • 
Combustion of metals by the battery, 33. 
Composition for making wooden vessels 

water-tight, 70. 
Compound battery, 11. 

„ precipitating-trough, 69. 
Conductors of electricity, 3. 
Conducting power of water increased, 3. 

„ of solutions vary with 

temperature, 52. 
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Constancy, meaning of the tenn, 20. 
of Darnell's batteiy, 20. 
„ practical, of Smee's batteiy, zxiy. 
Contact, theory of ike pile, 6. 
Copper, reduction of: 

„ firom sulphate of, 156, 

157. 
„ firom nitrate, 160. 

from muriate, 161. 
from acetate, 162. 
from its compounds 
with unmonia, 162. 
from its oxyde, 1 62. 
from its iodide, 162. 
from its sulpho-cyanide, 

162. 
from cupro-cyanuret of 

potassium, 162. 
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from its tartrate, 1 63. 
from the double salts, 

163. 
in flexible state, 157, 
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in greater crystalline 

state, 15&. 
in state of extreme brit- 
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in black powder, 159. 
time required for, 1 59. 
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position cell, 164. 
negative poles, 165. 
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166. 
by battery apparatus, 

166. 
summary of various 
modes, 163. 
„ expense of, 83. 

reduced metal assumes the form of 

negative pole, 166. 
sheathing of vessels preserved, 4. 
positive metal of Daniell's battery, 

18. 
chemical equivalent, 45. 
used for receiving metallic deposit, 

90. 
bronzing of, 166. 
reduces copper, 189. 
electro-medallions of^ 231, 232. 
„ multiplication of articles in, 250, 

253. 
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„ „ present preparation of, 259, 
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Copper plates, form of pi^pitating-trough, 

261. 
solution, best adapted, 262. 
different qualities of metal, 
262. 

ft engraved plates (See En- 

graved electrotype). 
„ medals (See Medallions). 

Coppering electro-medallions, 221. 
firuit, leaves, &c. 221. 
process, 221, 222. 
baskets, 223. 
ships, 224. 

electro, earthenware, 225. 
Couronne des tasses, 13. 
Crosse, Mr. on the galvanic spark, 34. 
Cruickshank's battery, 14. 
Crystalline deposit of metals, 113, 114. 

M obtained with given so- 

lution, battery or ne- 
gative plate, 123. 
Current, voltaic (See Voltaic). 

„ measure of (See Voltameter and 
galvanometer). 
Cyanide of potassium, formation of, 134, 

135. 
Cyanuret of potassium, formation of, 
136. 
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Dagubrbbotypb plates, multiplication of, 

285. 
„ patented in this country, 

285. 
M etched by galvanism, 

292, 
Daniell's observations on copper reduced in 
his battery, 
view of the decomposition of 
metallic salts, 50, 51. 
„ battery: 

construction of, 18. 
attempts to improve, 19. 
constant effects o^ 20. 
most constant form of, 20. 
disadvantages of, 21. 
advantages of^ 21. 
removal of hydrogen, 21 . 
Decomposition a property of the battery, 38. 
laws of; 46, 48. 
Faraday on the laws of, 46. 
electrolytical, 47. 
electro-chemical or second- 
ary, 49, 50. 
of metallic salts. Professor 
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M 



» 



>» 



n 

M 
>» 
99 



»9 



» 



99 



W 



>» 



>» 



INDEX. 



331 



Decomposition apparatus, yariouBfonuB, 39. 
„ „ V-shaped tube, 

39. 
„ „ Faraday's yol- 

tameter, 40. 
„ „ new form, 40. 

„ „ poles of^ 41. 

„ „ horizontal, com- 

pared with 
yerticaly 75. 
Definition of voltaic force, 190. 
Deflection of permanent magnet from yol- 

taic current, 36. 
De la Rue's obseryations on copper reduced 

in Daniell's battery, xyii. 
De Luc's column, 1 3. 

Dentist, yalue of electro-metaDui^ to, 254. 
Dichromate of potash in Leeson's battery ,23. 
Dies for coins and medals, 236, 237. 
„ from embossed sur&ces, 247* 
M from paper, 247. 
Dip of the magnetic needle neutralized, 37. 



E. 



Earthbnwarb, porous tubes, 18 (See Po- 
rous). 
„ precipitating troughs, 70. 

Electiye affinity of original plate for solu- 
tion, 85, 86. 
Electricity, various forms of, 2. 

„ voltaic, 2. 
Electro-chemical decompositions, 49, 50. 
Electrodes, name given to the poles by 

Faraday, 41. 
Electro-glyphography, 281. 
Electrolysis, 47. 
Electrolytes, 48. 
Electrometers, Harris's, 33. 
Electro, negative (See Negative), 
positive (See Positive), 
coppering, 219 (See Coppering), 
gilding, 205 (See Gilding), 
ironing, 226. 
leading, 225. 
nickeling, 219. 
platinating, 214. 
„ platinizing, 215. 
palladiating, 216. 
plating, 217. 
lining, 225. 
zincing, 225. 
magnetic apparatus, 54, 55. 

„ shock, 55. 
medallions, 229. 

metallurgy requires a knowledge of 
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„ apparatus, 57, 76. 
„ expense of, by various 

batteries, 81, 83. 
„ applied to multiplying 
medals, 227« 



99 
99 



99 
99 

W 



5» 



» 



9> 



5» 



» 



*9 

»9 



>» 

W 

w 
w 

99 
99 



W 



» 



9» 



Electro-metalluigy applied to multiplying 

seals, 241. 
„ to multiplying 
brasses, 245. 
^ to multiplying 
emboss'dsur- 
&ces, 247. 
„ tocopperingfruit 

&c., 248. 
M to sculpture, 249. 
manufacture of silver 

articles by, 253. 
manu£Eicture of copper 

articles by, 252. 
various other applica- 
tions of, 253, 256. 
etching by (See. Etch- 
ing). 
its effect on engravings, 

293. 
prospective advantages 
of; 299, 300. 
Electrotype, origin of; zvii 

Darnell's observations on the, 

xvii. 
De La Rue's observations, xvii. 
Jacobi's idea of its application, 

xviii. 
Spencer's idea of its applica- 
tion, xviii. 
multipUcation of type, 257* 
multiplication of plain copper- 
plates, 260, 261. 
form of battery for, 261. 
economy in, 264, 265. 
expense of, 266. 
multiplication of engraved cop- 
per plates, 267. 
midtiplication of copper-plates 
for the potteries, 270, and 
for the calico-printers, 271. 
multiplication of steel plates in 

copper, 272. 
multiplication of wood-cuts, 
276. 

Electro-tint, Palmer's patent, 283. • 
Elkington's water-gildmg, 212. 
Embossed surfiEices, multiplication of; 247. 
Engraved copper plates, multiplication of, 

267. 
relievos in copper, 

267. 
relievos in lead, 

267. 
relievos in white 

wax, 268. 
relievos in plaster 

of Paris, 268. 
formation of re- 
verse, 268. 
back of reduced 
plate, 268, 269» 
the " curd," 269, 
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Engrayed steel plates, multiplicatidn of^ in 

copper, 272. 
„ „ multiplication of, in 

relievo, 273. 
„ „ in silver, 278. 

Engraving, various kinds of, 267. 

„ uses and application of, 268. 
„ line, 269. 
„ mezzotinto. 
Equivalents, chemical theory of, 44, 45. 
table of, 45. 
voltaic, 46. 

of galvanic (tower, 44, 45. 
„ expense of, 81, 82. 
Etching, preparation of plate, or laying the 
ground for, 287. 
„ execution of the design, 287. 
"biting in," 217. 
'< stopping out," 287. 
uncertainty in, 287, 288. 

BY GALVANISM, 288. 

„ advantages of, 

289. 
„ '* biting in," 

288, 289. 
„ for executing 

gradations of 
shade, 290. 
„ useful to ama- 

teurs, 291. 
„ „ applied to etch- 

ing Daguer- 
reotypes, 
292. 
Exciting fluids have various intensities, 9, 
„ have various conducting 

powers, 10. 
„ used in Daniell^s battery^ 

18. 
„ used in Grove's battery, 2 1 . 

„ used in Smee's battery, 25. 

Expense of equivalent of power, 81, 82. 
„ relative, of the three batteries, 31 , 
„ of making copper plates, 266. 
„ of electro-metallurgy, 80, 84. 
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Faraday*8 voltameter, 40. 

„ on the chemical theory of the 

pile, 6. 
„ on the poles of decomposition 

apparatus, 41. 
„ on the laws of decomposition, 46. 
„ on electrolysis, 47. 
„ on the ions, anions, cathions, 

48. 
„ on electro-chemical decomposi- 
tion, 128. 
Ferro-sesquicyanuret of potassium, made 

by galvanism, 132, 135. 
Fibnofair,77. 



Fisher, Captain, his mode of removing 

wrecks by galvanic blasting, 297, 298. 
Formulae, Ohm's, 11, 12. 

„ „ results of^ 12. 

„ for ascertaining cost of electro- 
metallurgy, 82. 83. 
„ of voltaic force (Smee's), 192. 
„ for intensity in compound bat- 
tery (Smee's), 198. 
„ for amount of work (Smee's), 200. 
Fruits, electro-coppered, 221. 

,, metallic moulds of, 248. 
Fumes, nitrous, of Grove's battery delete- 
rious, 22. 
„ absence of, in galvanic etching, 289. 
Fusible metals, table of, 91. 
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Galvanic battery (See Battery). 

blasting in mines and under 
water, 297, 299. 
applied by Lieut. Gen. 

Paisley, 297. 
Capt. Fisher's mode, 
of, 297, 298. 
„ etching, 287. 
Galvanometer, Snow Harris's, 33. 
magnetic, 36, 37* 
astatic, 37. 
tortion, 37. 
horseshoe, 87, 38. 
„ (See Voltameter). 

Gassiot on the spark of the battery, 34. 
„ on metfdlic chromes, 176, 177. 
Gilding, electro : — preparation of plate to 

be gilt, 205. 
„ positive pole, 207. 

coating of parts not to be 

gilt, 207. 
quantity of electricity re- 
quired for, 297. 
whiting used in, 208. 
colour of gold reduced by, 

208. 
copper articles, 208, 209. 
ulver, 209. 
iron and steel, 210. 
copper plates, 210. 
cliche^s, 210. 
lead, tin and pewter, 210. 
Brugnatellia, 205. 
colouring of gold, 211. 
burnishing, 212. 
water, Elkington's method of^ 212. 
solution, 213. 
„ process, 213. 

„ by amalgamation, 213. 

compared with electro-gild- 
ing, 213, 214. 
„ detrimental to 

health, 213. 
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Olypbography, Palmer^s patent, 279. Hydrogen, removal of, in Daniell*s battery, 

„ preparation of the plate, 19, 21. 

280. „ removal of, in Grovels battery, 

n execution of the design, 21. 

280. „ removal of^ in Smee^s battery, 

„ formation of electro-glypho- 23. 

graphic cast, 281. „ evolution of, in Smee^s battery, 

M formation of stereo-glypho- a teat of quantity, 43, 44. 74. 

graphic cast, 281. Hydriodate of zinc, 170. 

M advantages of 281, 283. Hypo-sulphite of silver, 1 50. 

Glue used for moulding, 109. ^ of platinum, 141. 

Gold, chemical equivalent of, 45. „ of gold, 143. 
n receives the metallic deposit, 89. 
n reduces gold, 190. 

„ electro-medallions of, 229. I. 
„ chloride of, 142. 

n bromide of, 143. Ionition of charcoal points, 33, 34. 

„ hypo-sulphite o^ 143. Imponderable agents, 2, 

M iodide of, 144. Intaglio (See Mould). 

K Bulpho-cyanide, 144. Intensity a property of the battery, 9, 11. 

n reduction of : — „ effects of , 10,11. 

n from chloride, 142. „ Grove's batteiy remarkable for, 

„ from bromide, 143. 21, 22. 

M from hypo-sulphite, 143. „ required for electro-magnets, 38. 

f, from iodide, 144. „ required for decomposition, 47. 

M from sulpho-cyanide, ^ modes of regulating, 73, 74. 

144. M effect of, on decomposition, 120. 

„ from auro-cyanide of po- n formula for, 198. 

tassium, 146. Iodide of gold, 144. 

n expense of, 147* m of palladium, 148. 

„ apparatus, 146. „ of silver, 151. 

Ground for etching, 287. » of copper, 162. 

„ for glyphography, 278. Ions, simple and compound, 48. 

Grove's battery, construction oj^ 21. ^ Fazaday on, 48. 

„ principle, 21. Iridium, reduction of, 148. 

„ advantages and disad van- ^ from chloride, 1 48. 

tages of, 22. Iron single-cell ^paratus, 64, 65, 

„ signs of action in, 32. „ expense of equivalent of power ob- 

w compared with Darnell's ^ tained by, 81. 

and Smee's, 29, 30. „ electro-med^ons, 235. 

„ gilding 0^ 210. 
„ multiplication of articles in, 252. 

H. M reduction of: — 

„ „ from proto-sulphate, 173. 

Harb's battery, 14. „ „ from citrate, 174. 

Harris's galvanometer, 33. „ » from ferro-cyanate of 

Hays, Mr. electro-coppers ships, 224. potash, 173. 

Health, effect of metallic solutions on, xxvii. „ „ from proto-ioduret, 174. 

„ effect of nitrous fiimes on, 22. „ „ expense of, 174. 

„ effect of gilding by amalgamation Ironing, electro, 226. 

on, 213. Italian mode of making clichees, 92. 
Heating wires by galvanic battery, 33. 
History of electro-metallurgy, xvii. 

Horizontal decomposition apparatus, 76. J. 
Hydrogen, chemical, equivalent of, 45. 

„ adhesion o^ to negative plate, Jacobi's idea of the electrotype, xviii. 

15. Jar, Leyden, charged by battery, 35. 
„ adhesion of, to positive plate, 

16. 

„ facilitated by amalgamation, 16, K. 

17. 

„ evolution of, affects the power, Kemp, inventor of amalgamation of zinc 

18. of the battery, 16. 
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Laws of decomposition, 46, 48. 
yy of piecipitation of metals, 115. 
„ for their reduction in black powder, 

115. 
„ for their reduction in crystalline 

state, 117. 
„ for their reduction in reguline state, 
118. 
Lead, chemical equivalent of, 45. 

„ relieyos in, from engraved plates, 

93, 94, 267. 
„ single-cell apparatus, 66, 
„ tree, 176. 

reduction of : — from acetate, 176. 
from oxyde, 176, 177. 
from tris-nitrate, 177. 
from plumbo-cyanide of 
potassium, 178. 
„ „ expense of^ 178. 

„ reduces lead, 189, 190. 
„ ' oxyde of, for metallo-chromes, 176, 
177. 
Leading, electro, 225. 
Leaves, electro-coppered, 221, 222. 
„ • metallic moulds from, 248. 
Leeson's battery, 23. 
Leyden jar charged by battery, 35. 
Line engraving, 269. 
Linseed oil, preparation of plaster by, 105, 

106. 
Local action, 5. 

„ overcome, 16. 
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M. 
Maonbtism, identical with electricity, 35. 
„ but two metals capable of, 35. 

„ a test of quantity, 37, 38. 

Magnetic effects of battery, 35, 38. 
M electee machines 54, 55. 
Magnets, galvanometers, 36, 37. 
temporary, 36. 
permanent, 36. 
deflection of, 36. 
soft iron horse-shoe, 37. 
electro, require intensity, 38. 
Manganese, black oxide of, in De Luc^s 
column, 13. 
„ reduction of, 182. 

Marshes apparatus for detecting arsenic, 

179. 
Mason^s decomposition apparatus, 73. 
Measures of quantity (See Galvanometer). 
Medals, chased, 235. 

„ process of, 235. 
struck or coined, 236. 

„ process of, 236, 

237. 
M M process at the 

mint,236,237. 
„ multiplication of, 227. 
„ moulds from, 89, 215, 228. 
„ best suited for multiplication, 239. 
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Medallions, electro, of gold, 229. 
„ „ of silver, 230. 

„ 99 of platinum, 231. 

„ „ of palladium, 231. 

„ „ of copper, 231, 232. 

„ of zinc, 235. 
„ of iron, 235. 

of hard copper, 244. 
thickness of, 234. 
removal of, from moulds, 

234, 235. 
gilding of, 235. 
battery process, 232, 

233. 
other processes, 233. 
with perfect rim, 239. 
with obverse and re- 
verse, 240. 
Mercury, used for amalgamating zinc of 
batteries, 16. 
fi to be preserved after reduction 

of zinc, 265. 
„ gilding by, 213. 
„ bicyanide of, 1 37. 
Metal, type, composition of, 90, 91. 

„ fusible, 91. 
Metals, relative conducting powers o^ 3. 
„ electro-negative, 4. 
„ electro-positive, 4. 
„ become infilmed with air, 17. 
„ reduction of, various forms for, 112' 
laws regarding, 115. 
in black powder, 115. 
in crystalline state, 117. 
in reguline state, 118. 
effects of intensity on, 119, 120. 
effects of quantity on, 121. 
reduce like metals, 188, 189. 
Metallic solutions, variations in strength 

of, 125, 126. 
Metallic salts, formation of, 1 30. 
MetaUo-chromes, 176, 177. 
Metallo-cyanides, electro-chemical decom- 
positions, 132. 
„ preparation o^ 1 34. 

Mezzotinto engraving, 270. 
Moulds in silver leaf, 89. 
in alloys, 90. 
in fusible metals, 90, 91. 
clich6es, 91, 93. 
by the press, 93. 
in lead from engraved plates, 93, 

94, 145. 
by stereotyping, 94. 
in sealing-wax, 95. 
in white wax, 96. 
in white wax, from plaster casts, 97. 
in stearine, 98. 
in spermaceti, 98. 
in bees^-wax and rosin, 98. 
in paper, 99. 

in plaster of Paris, 100, 104. 
in sulphur, 107. 
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Moulds in bread, 108. 

in glue and whiting, 109. 
metallic coatings for, 109, 110. 
from medals and coins, 89, 228,229. 
from plaster, 97. 
from monumental brasses, 245. 
n from embossed sur&ces, 247. 
f, from fruit, leaves, &c., 248. 
„ from engraved plates, 267) 268. 
Muriate of copper, 161. 

„ of tin, 174, 175. 
Murray first applied black-lead to non-con- 
ductors. 

N. 
Nkedlb, astatic, 37. 
Negative-electro metal, 4. 

„ surface of, 7. 
„ cleanness import- 
ant, 15. 
„ adhesion of hydro- 
gen to, 15. 
„ of Daniell^s battery, 
18. 
of Grove's battery, 

21. 
of Smee's battery, 
23,25. 
„ pole, 41. 
Newton's, Sir I., fusible metal, 91. 
Nickel, reduction of: — 

from nitrate, 154. 
from sulphate, 154. 
from acetate, 155. 
from chloride, 155. 
expense of, 155, 156. 
Nickeling, electro, 219. 
Nitrate of copper, 160. 
„ of silver, 149. 
n of nickel, 154. 
„ of palladiimi, 147* 
Nitric acid used in etching, 287. 
Non-conducting substances : — 

first class, 94. 
second class, 99. 
third class, 107. 
metallic coat- 
ings for, 109, 112. 
Numismatist, value of electro-metallurgy 
to, 227. 

O. 
Ohm's, formula for the galvanic current, 

11, 12. 
„ results 0^ 12. 

Oil, linseed, preparation of plaster by, 105. 

M nut, preparation of plaster by, 106. 
Osmium, reduction of, from oxyde, 149. 
Oxygen, chemical equivalent, 45. 
Oxydes, compounds of, with alkalies, 131. 

V, j> with saltsi 131. 

Oxyde of copper, 162. 
0:[^on, 51. 



Oxycarbion, 51. 
Oxynitrion, 51. 
Oxysulphion, 51. 
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Palladio-cyanidb of potassium, 148. 
Palladium, reduction of: — 

from nitrate, 147. 
from ammonio-ni- 

trate, 147. 
from palladio-cya- 
nide of potassium, 
148. 
„. expense of, 148. 
electro medallions of, 231. 
Palladiating-electro, 216. 
Palmer's patent glyphography, 279. 

„ electrotint, 283. 

Paper, absorption of, prevented, 99. . 

„ metallic moulds from, 247. 
Patents : — 

laws regarding, 301, 303. 
Baggs, I., 305. 
Barratt, O., 305. 
Elkington's, 304, 305. 
Jones's, A., 304. 
Leeson's, H. B., 305. 
Luck's, E., 305. 
Lockett's, I., 304. 
Mabley's, W. T., 304. 
Palmer's, E., 305. 
Shore's, L, 303. 
Spencer's, T., 304. 
Talbot, W. H. F., 305. 
Woobich, J. S., 305. 
Perkins' apparatus, 274. 
Phosphorus reduces the metallic salts, 

109. 
Plaster of Paris, composition of, 100. 
casts 0^ 101, 102. 
preparation of casts, 101, 

106. 
apparatus, 63. 
list of substances rendering 
it non-absorbent, 106. 
„ medallions, copied, 229. 

„ intaglios in, 100, 104, 229. 

Plates of battery, 4, 14. 
„ copper (See Copper). 
„ reduction of: 

from chloride, 138. 
in black powder, 1 39. 
in reguline state, 

139. 
from hyposulphite, 

141. 
expense of, 141. 
Plating by ordinary mode, 218, 219. 
electro, 217. 

solution, 217. 
precipitated silver, 21 7. 
positive pole, 217. 
on copper, 218. 
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Plating, electro, on lead, 218. 

y, on non-conducton, 218. 

„ advantages oj^ 219. 

Platinum, negative metal of Qroye^B bat- 
tery, 21. 
„ for poles of Faraday's voltame- 
ter, 40. 
„ electro-medallions, 231. 
„ solation of^ for bronzing, 168. 
Platinating, electro, 214. 

„ „ application o^ 216. 

Platinizing, electro, 215. ^ 

„ „ negative metal, for 

Smee's battery, 23, 
25. 
Platinized silver for Smee's battery, 24, 25. 
Platinode, 41. 
Plmnbago (See Black-lead). 
Poles of decomposition appaiatas, 41. 
„ synon3rmoas with electrodes, 41. 
„ Faraday on the, 41. 
Porous tnbes in DanieU*s battery, 18, 19. 
„ in single-cell apparatus, 58, 

59. 
„ substances best adapted for, 
57, 59. 
Positive metal, 4. 

local action on, 5, 16. 
size of^ 7. 

distance from negative, 8. 
adhesion of hydrogen to, 

16. 
amalgamation of, 16, 17. 
pole synonymous with anode 
or zincode, 51. 
Potash, dechromate of, in Leeson's bat- 
tery, 23. 
Potassium, aurocyanide of, 145. 
„ paUadio-cyanide of, 148. 
„ sulphuret of^ for bronzing, 168. 
Potteries, use of engraved plates in, 270. 

„ application of electrotype to, 270. 
Powder, black, of metals, 113. 

„ „ law for reducing, 1 15, 1 1 6, 

„ „ obtained with given solu- 

tion, negative plate, or 
battery, 123. 
Power of battery, 10. 

„ equivalent of, 44, 45. 
Precipitating trough, materials adapted for, 

68, 69. 
,, compound, 69. 
earthenware, 70. 
wooden, 70. 
leaden, 70. 
„ Terry's form, 71. 
„ for making electro- 
copper medallions, 
233. 
„ for multiplying cop- 
per-plates, 261. 
horizontal, compared 
with vertical, 75. 
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Printing, ordinary method, 257. 
stereotype, 258. 
electrotype, 258. 
from wood-cuts or surfiue, 276. 
calico, 271. 



I) 



»5 



■ « 



it 



»> 



» 



♦ » 



n 



ti 



it 



)t 



>• 



Q. 

QuANTnnr of electricity influenced by size 

of negative plate, 
7. 

varies with strength 
of exciting fluid,8. 

measured by volta- 
meter, 43. 

mode of regulating, 
74, 126, 127. 

effects of, in reduc- 
tion of medals, 
120,121. 
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Rbduction of alloys, 183. 
„ antimony, 178. 

„ arsenic, 179. 
„ bismuth, 178. 

ft cadmium, 172. 
„ cobalt, 182. 

„ copper, 156. 

gold, 141. 
„ iridium, 148. 
w iron, 173. 

M lead, 176. 
n manganese, 182. 
„ nickel, 154. 

„ ' osmium, 149. 
„ palladium, 147. 

„ platinum, 138. 

„ rhodium, 148. 

„ silver, 149. 

„ tin, 174. 
„ tungsten, 182. 
M uranium, 179. 
„ zinc, 169. 

Reguline state, reduction of metals in, 1 13. 
,, with any given solution, 

negative plate or battery, 
124. 
Rhodium, reduction of^ from sodio-mnriate, 

148. 
Rose's fusible metal, 91. 
Rosin and bees'-wax, moulds in, 98, 99, 

229. 
i> „ preparation of plas- 

ter by, 105. 
„ and turpentine, preparation of plas- 
ter by, 105. 
„ and grease, preparation of plaster 
by, 105. 



INDEX. 



337 



8. 
Salts, metallic, fotmaiion of, 1 30. 

„ by galvaniim. 
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Sculpture, application of electro-metalluigy 
to, 249. 
„ casting, present method of^ 249. 
y, casting, by electro-metalluigy, 
249. 
casting, from large designs, 249. 
expense, 250. 

texture of reduced' metal for 
casting, 250. 
Sealing-wax, composition o^ 94. 

,, impressions, 95, 229. 

Seals, process for copying, 241. 
Secondary eflfects of decomposition, 49, 50. 
Ships, electro-coppered, 224. 

,, copper sheathing preserved, 4. 
Shock of g^vanic battery, 35. 

,, of electro-magnetic apparatus, 55. 
Silver^ chemical equivalent, 45. 

,9 used to receive the metallic dfr* 

posit) 89. 
„ reduction of: — 

from acetate, 150. 

from aigoito-cyanide of 

potassium, 152, 153. 

„ from ammonio-nitrate, 

160. 

from anmionio-chloride 

150. 
frt)m ammonio-carbon* 

ate, 151. 
from hypo-sulphite, 

151. 
from iodide, 151. 
from nitrate, 149. 
from potasso-tartrate, 

151. 
from sulpho-cyanide, 
153. 
„ ,, expense of, 154. 

„ electro-medallions in, 230. 
,, quality of reduced metal, 231. 
„ on the multiplication of articles in, 
253. 
Silvering, electro (See Plating). 
Single-cell apparatus, 57. 

„ diaphragms for,57, 69. 

„ porous tubes for, 58. 

„ various forms of^ 62, 

63. 
zinc for positive pole, 

63. 
iron for positive pole, 

64, 65. 
lead for positive pole, 

66. 
tin for positive pole, 
66. 
union with battery apparatus, 
72, 73. 
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Smee*s battery : — 

principle of, 23. 
platinizing of negative 

metal, 23, 25. 
platinized silver, best for 

negative metal, 24. 
exciting fluid o^ 25. 
various arrangements of, 

26, 28. 
form best suited for elec- 
tro-metallurgist, 26. 
odds and ends* battery, 27. 
construction and use, 27. 
advantages and disadvan- 
tages of, 28. 
exciting fluid, strength of, 
28. 
M compared with Daniell^s 

and Grove% 29, 30. 
M voltameter, 44. 

M used for the experiments 

in this book, 10. 
„ constancy o^ 12. 

„ formulae, 192. 

Sodio-muriate of rhodium, 148. 
Spark of battery, 34. 

M best shown by Grovels, 34. 

M Gassiot on, 34. 

„ Crosse on, 34. 

Specula, multiplication of, 253. 
Spelter, cheaper than rolled zinc, 81. 
Spencer, his idea of the electrotype, 6* 
Spermaceti, moulds in, 98. 

„ renders plaster non-absorbent, 

105. 
Stearine, manufacture (^ 98. 
„ moulds in, 98, 229. 
M preparation of plaster by, 104, 
105. 
Steel plates, multiplication of: — 

by electro- 
metallurgy, 
272. 

by Perkins' 
process,274 
by stereo- 
type, 275, 
Stereotype-printing, 258. 
Stereotyping, process of, 94. 
Stereo-glyphography, 281. 
" Stopping out " in etching, 287. 
Sulpluie of zinc in exhausted batteiy, its 
use, 265. 
» of zinc, 169. 
ft of silver, 149. 
M of nickel, 154. 
„ of copper, 156, 157. 
M of cadmium, 172. 
Sulpho-cyanide of copper, 1 62. 
Sulpho-vinion, 51. 
Sulphur, casts in, from plaster, 107. 
M casts in, frx)m sulphur, 108. 
Sulphuret of potassium, for bronzing, 168. 
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Tablk of chemical equivaleBts, 44, 45. 
„ of fosible metals and alloy b, 91. 
„ of cost of equivalent of power under 

Yarions circnmstanoes, 83. 
^ of expense of reduction of copper 

by vaiiouB methods, 83. 
„ of substances which render ozydes 

soluble, 129. 
„ of substances for making moulds, 86. 
„ of principal modes of making moulds, 
88. 
Tallow renders plaster nourabsorbent, 105. 
Theory, chemical, 6. 
„ contact, 6. 

„ of the leduction of alloys, 1 83, 1 86. 
„ of the galvanic current, 187. 
Tin, reduction of, 

from muriate, 174, 175. 
from sulphate, 175. 
from acetate, 175. 
from oxahite, 175. 
from other salts, 175. 
expense o^ 176. 
positive pole in single- 
cell apparatus, 66, 
expense of equivalent of 
power obtained by, 81. 
Tining, electro, 225. 
Tortion galvanometers, 37. • 
Trough, precipitating, 68. 
Tungsten, reduction oi^ 182. 
Turpentine and rosin render plaster non- 
absorbent, 105. 
Type metal, 90, 91. 
„ manu&eture of, 90. 
„ multiplication of: — 
„ „ by electrotype, 258. 

„ „ by stereotype, 257. 



U. 

Uranium, reduction of^ 179. 

V. 

V-SHAPSD tube, 39. 

Varnishes render plaster non-absorbent, 
• 106. 

„ ' render paper non-absorbent, 9$. 
Vegetables, electro-coppering o^ 221, 222. 

„ metallic moulds from, 248. . 
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Voltaic batteiy, 2 (See Battery). 
„ current, proximate cause oS^ 6. 
» ,9 . theoiy of, 187. 

„ eqliivalents; 44, 45. 
„ circles, curious instances, 195, 197. 
Voltameter, Faraday's, 40. 

a test of quantity, 43. 
Smee*s battery, 44. 
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W. 

Watxr, an exciting fluid, its use, 9. 

„ gilding, Elkington's mode of, 212, 
213. 
Wax, white, moulds in. 96, 229. 

„ preparation of pbister by, 105. 

Wheatstone*s arrangement of Daniell's 

battery, 20. 
Whiting used in electro-gilding, 208. 
Wires, heated by battery, 33. 

,, thin, bad conductors, 10. 
Wood-cuts, durability of, 275. 
printing from, 276. 
multipUcation of, 276. 
clichees frran, 277. 
„ electrotypes from, 278, 279. 



Z. 



Zinc, chemical equivalent, 45. 

amalgamation of, with mercury, 16. 
positive to nearly all metals, 4. 
positive metal in single-cell appara- 
tus, 63. 
reduction of: — 

„ on negative plates of batp 

tery, 171. 
by adnc, 188. 
from Bidphate. 169. 
from ammonio-sulphate, 

169. 
from chloride, 169. 
frt>m acetate, 170. 
from hydriodate, 170. 
from other salts, 170, 

171. 
expense, 172. 
electro-medaUions, 235. 
'Zincing-electro, 225. 

Zincode, synonymous with anode, electrodes, 
41. 
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